Light, Air & Space Construction 

Environmental Services Company 

State Contractor’s License Number 445403 
State EPA R.E.A. Number 04072 


Project 1101 
April 12,2011 

Santa Clara Valley Water District 
5750 Almaden Expressway 
San Jose, CA 95118 

Attn: Uday Mandlekar and Afshin Rouhani 


Subject: Soil Testing Results (SCVWD Project 26244001) 

Rancho San Antonio (Pennanente Creek) Storm Basin Areas 
Santa Clara County, California 

Gentlemen: 

Light, Air and Space Construction (LA&S) has prepared this report documenting the findings of the 
requested enviromnental soil sampling and analyses for the subject Rancho San Antonio Stonn 
Basin Project associated with Pennanente Creek. Attached is a mark-up to the Conceptual Plan we 
were provided showing our eight sampling locations (RSA-SB-1 through RSA-SB-6 in the 
main/upper basin area, plus RSA-SB-7 and RSA-SB-8 in the lower basin area). Besides this Plan 
figure, the other attachments to this letter are four data summary tables and an appendix containing 
the certified laboratory reports (TestAmerica and their subcontract lab) and chain-of-custody 
records. 

WORK PERFORMED 


As required by law, LA&S marked Cristo Del Rey (the street bounding the main basin area to 
the northeast) and notified Underground Service Alert (USA) of the subsurface exploration work 
(USA ticket number 077800). USA member utility companies were responsible for marking the 
known lines that enter the Site. Also, due to the Site’s sensitive habitat status, LA&S visited all 
of the proposed sampling locations with a District Biologist to confirm suitability. We 
subsequently recorded the GPS coordinates of each hole as listed in Table 1. 

The subject soil sampling was conducted on March 21, 2011. For all holes except RSA-SB-6, a 
truck-mounted GeoProbe rig was used for the sampling. The rig stayed on paved roads/trails or, 
for the case of RSA-SB-1, a gravel driveway. The GeoProbe macro-core process advances 
sample barrels of 4-foot length. Each drive uses a new acetate liner loaded into the core barrel. 
Intervals corresponding to the targeted depths of U, 4-5’, 9-10’ and 14-15’ were then cut out of 
the liners and packaged for subsequent laboratory submittal. 
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For hole RSA-SB-6 on the hillside removed from a paved/gravel access route, a hand-augering 
process was used. This yielded soil from the upper two intervals (i.e., 1’ and 4-5’), which was 
placed into glass jars provided by the project lab (Test America). 

All sample containers were affixed with a unique label and placed in a cooler with crushed ice. 
Three chain-of-custody records were filled out and accompanied the samples to TestAmerica 
when their courier picked up the cooler. These records document possession and transfer 
through the use of date- and time-related signatures, and they convey the requested testing 
directions to the lab. As discussed with District staff, and agreed to by Lehigh Hanson 
(Permanente) Quarry Environmental Manager Scott Renfrew, the subject evaluation employed a 
depth-consistent compositing strategy, grouping same-depth samples from holes 1, 2 and 6 
together; holes 3, 4 and 5 together; and holes 7 and 8 together. This resulted in 12 composite 
samples being analyzed as listed in Tables 2 through 4. Compositing of up to four samples is a 
standard accepted practice for profiling soil to be disposed of, or re-used, at pennitted facilities. 

As further agreed based on communications with Mr. Renfrew, the testing suite for these 
composite samples was as follows: the CAM 17 suite of metals (both total concentrations and 
soluble concentrations), hexavalent chromium, the EPA Method 8081A suite of pesticides (which 
includes DDT and other persistent chlorinated compounds), total petroleum hydrocarbons 
(quantified as diesel and as motor oil), and asbestos. 

Upon receipt of the analytical results, LA&S evaluated the findings with respect to commonly used 
enviromnental screening levels and California hazardous waste thresholds. 

FINDINGS AND COMMENTS 


There were no field indications of potential soil contamination (e.g., debris, suspicious odors or 
discolorations) during the sampling work. The attached Tables 2, 3 and 4 provide a summary of the 
subject soil analysis results for total metals, soluble metals, and pesticides/petroleum/asbestos, 
respectively. At the bottom of Tables 2 and 4 we have included three current comparative values - 
the San Francisco Bay Water Board’s Enviromnental Screening Levels (ESLs), CalEPA’s California 
Human Health Screening Levels (CHHSLs), and the California hazardous waste classification Total 
Threshold Limit Concentrations (TTLCs). ESLs reflect considerations for a variety of exposure 
risks, whereas CHHSLs were derived for human health risk only. TTLCs come from regulations for 
waste management/disposal facilities not general land use, with an application trigger being any 
offsite movement of soil. For Table 3, the California hazardous waste classification Soluble 
Threshold Limit Concentrations (STLCs) are included. 
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Most of the CAM 17 metals were detected in at least one of the 12 composite samples, and 13 of the 
metals were detected in all samples (see Table 2). This is not unexpected since metals are naturally- 
occurring constituents of soil (from their various parent rocks). In LA&S’s opinion, all of metal 
concentrations that were found seem wholly consistent with naturally-occurring concentrations for 
Bay Area soils. Further, none of the total concentrations were even close to hazardous waste TTLC 
values, even when considering a worst-case 3-fold multiplier for the compositing. 

In the soluble testing (Table 3), only nine of the CAM 17 metals were detected in at least one of the 
12 composite samples, and only five were detected in all samples. All measured amounts were well 
below hazardous waste STLC values, even when considering a worst-case 3-fold multiplier for the 
compositing. 

In the chlorinated pesticide testing (Table 4), traces of dieldrin, DDT (including degradation 
products DDE and DDD) and/or chlordane were found in the two near-surface composite samples 
from the main basin area, but not in the lower pond area shallow soil or in any of the deeper 
composite samples. Unlike metals, pesticides are not naturally occurring, although their presence at 
comparable amounts (or higher) is widespread in the Bay Area’s historically active agricultural 
setting. The extremely low ESL that the Hole 1,2&6 composite sample’s dieldrin exceeds is in 
consideration of potential leaching. However, the next deeper composite showed no dieldrin, so this 
detection appears wholly insignificant to us and none of the pesticide traces should be a concern for 
soil re-use. No concentrations were even close to hazardous waste TTLC values, even when 
considering a worst-case 3-fold multiplier for the compositing. 

In the Table 4 columns to the right of the pesticide data the petroleum and asbestos findings are 
summarized. The traces of reported petroleum (less than 4 parts per million) most likely are 
interferences for natural organics in the soil but, in any case, are not significant or a concern. No 
asbestos was found above it’s TTLC of 1%. The compositing is not deemed an issue for these 
analyses results either. 

In summary, the subject soil testing has not identified any toxic/hazardous concerns that should 
prohibit the use of this material at the Lehigh Hanson (Permanente) Quarry, disposal at a non- 
hazardous waste (Class III) landfill, or most any other alternative (e.g., general construction project 
import, including residential). Special re-use alternatives such as Bay wetland fill would likely 
require additional testing parameters and evaluations. 
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LIMITATIONS 


This report was prepared specifically for the subject Rancho San Antonio Storm Basin Project 
associated with Permanente Creek, and was performed according to generally accepted local 
practices for these types of environmental investigations. This is in lieu of all warranties, express 
or implied. 

The interpretations and comments made herein are based upon the analytical data and our 
experience. Sample locations and laboratory analytical results inherently do not provide a 
warranty as to the conditions that exist throughout a site. No investigation can provide that. It is 
likely that variation in subsurface conditions exist between hole locations. Conditions of the 
property may also change over time. Use of this report by third parties not associated with the 
subject earthwork project is entirely at their own risk. 


Report Prepared by: 


a, 

David B. Guthridge, Principal 


<L- L P 

Eric R. Lautenbach, C.E. 42437 


Attachments: Site Plan (mark-up of Hatch Mott MacDonald Conceptual Plan) 

Table 1 - Summary of GPS Readings for Hole Locations 

Table 2 - Summary of Total Metal Analyses Data 

Table 3 - Summary of Soluble Metal Analyses Data 

Table 4 - Summary of Pesticide, Petroleum & Asbestos Analyses Data 

Appendix - Analytical Reports & Chain-of-Custody Records 
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Table 1 

SOIL SAMPLE LOCATION DATA 

RANCHO SAN ANTONIO STORM BASIN AREAS 
(SCVWD Project 26244001) 

Santa Clara County, California 



GPS 

GPS 




LATITUDE (N) 

LONGITUDE (W) 


LOCATION 

Date 

(Decimal Deg) 

(Decimal Deg) 

COMMENTS 

RSA-SB-1 

3-21-10 

37.32948 

122.08374 

south-central area, Main Basin 

RSA-SB-2 

3-21-10 

37.32897 

122.08481 

southwest corner area, Main Basin 

RSA-SB-3 

3-21-10 

37.32977 

122.08511 

west corner area, Main Basin 

RSA-SB-4 

3-21-10 

37.33012 

122.08448 

north-central area, Main Basin 

RSA-SB-5 

3-21-10 

37.33057 

122.08355 

north corner area, Main Basin 

RSA-SB-6 

3-21-10 

37.33041 

122.08300 

east (hillside) area, Main Basin 

RSA-SB-7 

3-21-10 

37.32556 

122.08363 

south area, Lower Basin 

RSA-SB-8 

3-21-10 

37.32542 

122.08320 

north area, Lower Basin 
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Table 2 

SOIL TOTAL METAL ANALYSES DATA - MARCH 21, 2011 

RANCHO SAN ANTONIO STORM BASIN AREAS (SCVWD Project 26244001) 

Santa Clara County, California 

concentrations in parts per million (ppm); mg/kg 




Hole #s & 
Depth (ft) 

Antimony 

Arsenic 

Barium 

Cadmium 

Chromium 

Cobalt 

Copper 

Lead 

Mercury 

Nickel 

Thallium 

Vanadium 

Zinc 

Other* 

1,2&6 















1 

1.1 

1.9 

130 

0.34 

62 

14 

36 

5.3 

0.073 

53 

0.81 

54 

38 

ND 

4-5 

1.4 

2.7 

140 

0.35 

89 

15 

38 

3.5 

0.13 

57 

0.85 

78 

39 

ND 

9-10 

1.2 

1.7 

100 

0.28 

64 

12 

36 

2.2 

0.049 

49 

0.82 

60 

32 

ND 

14-15 

0.91 

3.2 

120 

0.29 

58 

13 

36 

3.2 

0.086 

51 

0.69 

60 

33 

ND 

3,4&5 















1 

0.67 

2.3 

370 

0.44 

63 

12 

38 

5.1 

0.11 

44 

0.48 

58 

32 

ND 

4-5 

1.5 

2.4 

150 

0.41 

99 

16 

41 

3.4 

0.11 

65 

0.93 

80 

41 

ND 

9-10 

1.1 

2.1 

110 

0.30 

76 

14 

37 

3.7 

0.082 

58 

0.77 

62 

35 

ND 

14-15 

1.2 

3.5 

120 

0.37 

89 

15 

37 

3.8 

0.089 

81 

0.91 

70 

42 

ND 

7&8 















1 

1.3 

2.2 

160 

0.46 

80 

14 

32 

4.1 

0.078 

57 

0.96 

64 

40 

ND 

4-5 

1.1 

2.1 

150 

0.28 

70 

12 

27 

3.4 

0.036 

47 

0.72 

52 

34 

ND 

9-10 

0.98 

2.2 

170 

0.32 

70 

12 

25 

3.9 

0.068 

49 

0.78 

54 

32 

ND 

14-15 

0.77 

2.0 

130 

0.21 

59 

8.2 

21 

4.3 

0.041 

36 

0.47 

42 

25 

ND 

ESL 

6.3 

0.39 

750 

1.7 

750 

40 

230 

200 

1.3 

150 

1.3 

16 

600 

(various) 

CHHSL 

30 

0.07 

5,200 

1.7 

100,000 

660 

3,000 

80 

18 

1,600 

5.0 

530 

23,000 

(various) 

TTLC 

500 

500 

10,000 

100 

2,500 

8,000 

2,500 

1,000 

20 

2,000 

700 

2,400 

5,000 

(various) 

Notes: 

ESL 

CHHSL 

TTLC 

* 

ND 

Environmental Screening Level, near-surface residential soil (RWQCB-SF, May 2008, Table A); all exceedances considered naturally-occurring. 

California Human Health Screening Level, residential soil (Cal-EPA OEHHA, 9/23/10); all exceedances considered naturally-occurring. 

Total Threshold Limit Concentration (threshold for California hazwaste classification) 

Beryllium (except composite 7&8 @14-15', 0.16 mg/kg); Hexavalent Chromium; Molybdenum; Selenium; and Silver 

Not Detected 
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Table 3 

SOIL SOLUBLE METAL ANALYSES DATA - MARCH 21, 2011 

RANCHO SAN ANTONIO STORM BASIN AREAS (SCVWD Project 26244001) 

Santa Clara County, California 







concentrations in parts per million (ppm); mg/L 




Hole #s & 
Depth (ft) 

Barium 

Chromium 

Cobalt 

Copper 

Lead 

Mercury 

Nickel 

Vanadium 

Zinc 

Other* 

1,2&6 

1 

8.7 

0.15 

0.57 

0.41 

0.068 

0.0013 

1.9 

0.55 

0.47 

ND 

4-5 

9.2 

0.18 

0.88 

0.22 

<0.05 

0.0014 

1.2 

0.97 

0.22 

ND 

9-10 

00 

OC 

0.14 

0.50 

<0.20 

<0.05 

<0.001 

0.69 

0.48 

0.22 

ND 

14-15 

11 

0.12 

0.81 

<0.20 

<0.05 

0.0012 

0.88 

0.94 

0.31 

ND 

3,4&5 

1 

6.5 

<0.10 

0.65 

0.49 

<0.05 

<0.001 

0.78 

0.22 

0.34 

ND 

4-5 

9.6 

0.18 

0.82 

0.22 

<0.05 

0.0018 

1.0 

0.81 

0.29 

ND 

9-10 

8.6 

0.21 

0.92 

0.23 

<0.05 

0.0013 

1.2 

0.84 

0.24 

ND 

14-15 

7.9 

0.12 

0.82 

<0.20 

<0.05 

<0.001 

0.82 

0.68 

0.22 

ND 

7&8 

1 

9.1 

0.24 

0.47 

0.25 

<0.05 

0.0015 

0.58 

0.45 

0.39 

ND 

4-5 

10 

0.29 

0.73 

0.27 

<0.05 

0.0014 

1.1 

0.64 

0.38 

ND 

9-10 

12 

0.23 

0.56 

0.28 

<0.05 

0.0011 

1.0 

0.43 

0.32 

ND 

14-15 

9.6 

0.29 

0.45 

0.43 

<0.05 

0.0014 

0.74 

0.64 

0.23 

ND 

STLC 

100 

5 

80 

25 

5 

0.2 

20 

24 

250 

(various) 

Notes: 

STLC 

* 

ND 

Soluble Threshold Limit Concentration (threshold for California hazwaste classification); for chromium, more stringent hexavalent value given. 
Antimony, Arsenic, Beryllium, Cadmium, Molybdenum, Selenium, Silver & Thallium 

Not Detected 
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Table 4 

SOIL PESTICIDE, PETROLEUM AND ASBESTOS ANALYSES DATA - MARCH 21, 2011 

RANCHO SAN ANTONIO STORM BASIN AREAS (SCVWD Project 26244001) 

Santa Clara County, California 

concentrations in parts per million (ppm), mg/kg; except as noted 

Hole #s & 
Depth (ft) 

Dieldrin 

DDT 

DDE 

DDD 

Chlordane 

(technical) 

alpha- 

Chlordane 

gamma- 

Chlordane 

Other 

Pesticides* 

TPH Diesel 

TPH Oil 

Asbestos 

1,2&6 

1 

0.0029 

0.0042 

0.0016 

0.00063 

0.010 

0.0012 

0.0009 

ND 

11 

<49 

<1% 

4-5 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

<1 

<49 

<1% 

9-10 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0080 

<0.0004 

<0.0004 

ND 

1.1 

<50 

<1% 

14-15 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

<1 

<50 

<1% 

3,4&5 

1 

<0.0039 

0.028 

0.17 

0.0070 

<0.079 

<0.0039 

<0.0039 

ND 

2.7 

<49 

<1% 

4-5 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

2.6 

<50 

<1% 

9-10 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

3.6 

<50 

<1% 

14-15 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

<1 

<49 

<1% 

7&8 

1 

<0.0004 

<0.0004 

0.00059 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

1.3 

<50 

<1% 

4-5 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0079 

<0.0004 

<0.0004 

ND 

1.6 

<50 

<1% 

9-10 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0080 

<0.0004 

<0.0004 

ND 

<1 

<50 

<1% 

14-15 

<0.0004 

<0.0004 

<0.0004 

<0.0004 

<0.0080 

<0.0004 

<0.0004 

ND 

<1 

<50 

<1% 

ESL 

0.0023 

1.7 

1.7 

2.4 

0.44 

0.44 

0.44 

(various) 

83 

370 

... 

CHHSL 

0.035 

1.6 

1.6 

2.3 

0.43 

0.43 

0.43 

(various) 

— 

— 

— 

TTLC 

8.0 

1.0 

1.0 

1.0 

2.5 

2.5 

2.5 

(various) 

— 

— 

1% 

Notes! ESL Environmental Screening Level, near-surface residential soil (RWQCB-SF, May 2008, Table A) 

CHHSL California Human Health Screening Level, residential soil (Cal-EPA OEHHA, 9/23/10) 

TTLC Total Threshold Limit Concentration (threshold for California hazwaste classification); DDT, DDE & DDD are for total amounts of the 3 

* EPA Method 8081A chlorinated pesticides, see lab report for full list 

ND Not Detected 

0.0029 Concentration slightly above ESL (due to leaching risk, not human health), but not above CHHSL or TTLC 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Qualifier Definition/Glossary 


TestAmerica Job ID: 720-34076-1 


Qualifiers 


GC Semi VOA 


Qualifier 

Qualifier Description 

D 

Surrogate or matrix spike recoveries were not obtained because the extract was diluted for analysis; also compounds analyzed at a dilution 
may be flagged with a D. 

F 

MS or MSD exceeds the control limits 

F 

RPD of the MS and MSD exceeds the control limits 

X 

Surrogate is outside control limits 

Metals 


Qualifier 

Qualifier Description 

B 

Compound was found in the blank and sample. 

F 

MS or MSD exceeds the control limits 


General Chemistry 

Qualifier Qualifier Description 


F 

MS or MSD exceeds the control limits 

F 

RPD of the MS and MSD exceeds the control limits 


Glossary 


Abbreviation 

These commonly used abbreviations may or may not be present in this report. 

* 

EPA 

Listed under the "D" column to designate that the result is reported on a dry weight basis. 

United States Environmental Protection Agency 

ND 

Not Detected above the reporting level. 

MDL 

Method Detection Limit 

RL 

Reporting Limit 

RE, RE1 (etc.) 

%R 

Indicates a Re-extraction or Reanalysis of the sample. 

Percent Recovery 

RPD 

Relative Percent Difference, a measure of the relative difference between two points. 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) 1 




Lab Sample ID: 

720-34076-4 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D Method 

Prep Type 

Diesel Range Organics [C10-C28] 

ii 

0.99 

mg/Kg 

i 

8015B 

Silica Gel Cleai 

Dieldrin 

2.9 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

4,4'-DDT 

4.2 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

4,4'-DDE 

1.6 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

4,4'-DDD 

0.63 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

Chlordane (technical) 

10 

8.0 

ug/Kg 

i 

8081A 

Total/NA 

alpha-Chlordane 

1.2 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

gamma-Chlordane 

0.90 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

Antimony 

1.1 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Arsenic 

1.9 

0.86 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

130 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Cadmium 

0.34 

0.11 

mg/Kg 

i 

6010B 

Total/NA 

Chromium 

62 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Cobalt 

14 

0.17 

mg/Kg 

i 

6010B 

Total/NA 

Copper 

36 

1.3 

mg/Kg 

i 

6010B 

Total/NA 

Lead 

5.3 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Nickel 

53 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Thallium 

0.81 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Vanadium 

54 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Zinc 

38 

1.3 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

8.7 B 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Chromium 

0.15 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Cobalt 

0.57 

0.020 

mg/L 

i 

6010B 

STLC Citrate 

Copper 

0.41 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Lead 

0.068 

0.050 

mg/L 

i 

6010B 

STLC Citrate 

Nickel 

1.9 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Vanadium 

0.55 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Zinc 

0.47 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Mercury 

0.0013 

0.0010 

mg/L 

i 

7470A 

STLC Citrate 

Mercury 

0.073 

0.0090 

mg/Kg 

i 

7471A 

Total/NA 


Client Sample ID: 

RSA-SB-(6,1,2) 4-5' 



Lab Sample ID: 

720-34076-8 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D Method 

Prep Type 

Antimony 

1.4 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Arsenic 

2.7 

0.93 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

140 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Cadmium 

0.35 

0.12 

mg/Kg 

i 

6010B 

Total/NA 

Chromium 

89 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Cobalt 

15 

0.19 

mg/Kg 

i 

6010B 

Total/NA 

Copper 

38 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Lead 

3.5 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Nickel 

57 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Thallium 

0.85 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Vanadium 

78 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Zinc 

39 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

9.2 B 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Chromium 

0.18 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Cobalt 

0.88 

0.020 

mg/L 

i 

6010B 

STLC Citrate 

Copper 

0.22 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Nickel 

1.2 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Vanadium 

0.97 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Zinc 

0.22 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Mercury 

0.0014 

0.0010 

mg/L 

i 

7470A 

STLC Citrate 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) 4-5' (Continued) Lab Sample ID: 720-34076-8 


Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Mercury 

0.13 


0.010 

mg/Kg 

i 


7471A 

T otal/NA 

Client Sample ID: RSA-SB-(1,2) 9-10' 




Lab Sample ID: 

720-34076-11 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Diesel Range Organics [C10-C28] 

i.i 


1.0 

mg/Kg 

i 


8015B 

Silica Gel Cleai 

Antimony 

1.2 


0.46 

mg/Kg 

i 


6010B 

T otal/NA 

Arsenic 

1.7 


0.92 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

100 


0.46 

mg/Kg 

i 


6010B 

T otal/NA 

Cadmium 

0.28 


0.11 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

64 


0.46 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

12 


0.18 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

36 


1.4 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

2.2 


0.46 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

49 


0.46 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.82 


0.46 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

60 


0.46 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

32 


1.4 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

8.8 

B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.14 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.50 


0.020 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

0.69 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.48 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.22 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.049 


0.0098 

mg/Kg 

i 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(1,2) 14-15' 




Lab Sample ID: 

720-34076-14 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Antimony 

0.91 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Arsenic 

3.2 


0.97 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

120 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Cadmium 

0.29 


0.12 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

58 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

13 


0.19 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

36 


1.5 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

3.2 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

51 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.69 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

60 


0.49 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

33 


1.5 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

11 

B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.12 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.81 


0.020 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

0.88 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.94 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.31 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0012 


0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.086 


0.0098 

mg/Kg 

i 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(5,3,4) 1 





Lab Sample ID: 

720-34076-18 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Diesel Range Organics [C10-C28] 

2.7 


0.99 

mg/Kg 

i 


8015B 

Silica Gel Cleai 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 1' (Continued) Lab Sample ID: 720-34076-18 


Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

4,4'-DDT 

28 

3.9 

ug/Kg 

10 


8081A 

Total/NA 

4,4’-DDE 

170 

3.9 

ug/Kg 

10 


8081A 

T otal/NA 

4,4'-DDD 

7.0 

3.9 

ug/Kg 

10 


8081A 

Total/NA 

Antimony 

0.67 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Arsenic 

2.3 

0.92 

mg/Kg 

1 


6010B 

Total/NA 

Barium 

370 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Cadmium 

0.44 

0.11 

mg/Kg 

1 


6010B 

Total/NA 

Chromium 

63 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Cobalt 

12 

0.18 

mg/Kg 

1 


6010B 

Total/NA 

Copper 

38 

1.4 

mg/Kg 

1 


6010B 

Total/NA 

Lead 

5.1 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Nickel 

44 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Thallium 

0.48 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Vanadium 

58 

0.46 

mg/Kg 

1 


6010B 

Total/NA 

Zinc 

32 

1.4 

mg/Kg 

1 


6010B 

Total/NA 

Barium 

6.5 B 

0.20 

mg/L 

1 


6010B 

STLC Citrate 

Cobalt 

0.65 

0.020 

mg/L 

1 


6010B 

STLC Citrate 

Copper 

0.49 

0.20 

mg/L 

1 


6010B 

STLC Citrate 

Nickel 

0.78 

0.20 

mg/L 

1 


6010B 

STLC Citrate 

Vanadium 

0.22 

0.10 

mg/L 

1 


6010B 

STLC Citrate 

Zinc 

0.34 

0.20 

mg/L 

1 


6010B 

STLC Citrate 

Mercury 

0.11 

0.0086 

mg/Kg 

1 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(5,3,4) 4-5' 



Lab Sample ID: 

720-34076-22 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Diesel Range Organics [C10-C28] 

2.6 

0.99 

mg/Kg 

i 


8015B 

Silica Gel Cleai 

Antimony 

1.5 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Arsenic 

2.4 

0.92 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

150 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Cadmium 

0.41 

0.11 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

99 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

16 

0.18 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

41 

1.4 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

3.4 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

65 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.93 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

80 

0.46 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

41 

1.4 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

9.6 B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.18 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.82 

0.020 

mg/L 

i 


6010B 

STLC Citrate 

Copper 

0.22 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

1.0 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.81 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.29 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0018 

0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.11 

0.010 

mg/Kg 

i 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(5,3,4) 9-10' 



Lab Sample ID: 

720-34076-26 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Diesel Range Organics [C10-C28] 

3.6 

0.99 

mg/Kg 

i 


8015B 

Silica Gel Cleai 

Antimony 

1.1 

0.45 

mg/Kg 

i 


6010B 

Total/NA 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 9-10' (Continued) 



Lab Sample ID: 

720-34076-26 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D Method 

Prep Type 

Arsenic 

2.1 

0.90 

mg/Kg 

i 

6010B 

T otal/NA 

Barium 

110 

0.45 

mg/Kg 

i 

6010B 

T otal/NA 

Cadmium 

0.30 

0.11 

mg/Kg 

i 

6010B 

Total/NA 

Chromium 

76 

0.45 

mg/Kg 

i 

6010B 

T otal/NA 

Cobalt 

14 

0.18 

mg/Kg 

i 

6010B 

Total/NA 

Copper 

37 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Lead 

3.7 

0.45 

mg/Kg 

i 

6010B 

Total/NA 

Nickel 

58 

0.45 

mg/Kg 

i 

6010B 

Total/NA 

Thallium 

0.77 

0.45 

mg/Kg 

i 

6010B 

Total/NA 

Vanadium 

62 

0.45 

mg/Kg 

i 

6010B 

Total/NA 

Zinc 

35 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

8.6 B 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Chromium 

0.21 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Cobalt 

0.92 

0.020 

mg/L 

i 

6010B 

STLC Citrate 

Copper 

0.23 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Nickel 

1.2 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Vanadium 

0.84 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Zinc 

0.24 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Mercury 

0.0013 

0.0010 

mg/L 

i 

7470A 

STLC Citrate 

Mercury 

0.082 

0.010 

mg/Kg 

i 

7471A 

Total/NA 

Client Sample ID: RSA-SB-(5,3,4) 14-15' 



Lab Sample ID: 

720-34076-30 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D Method 

Prep Type 

Antimony 

1.2 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Arsenic 

3.5 

0.93 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

120 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Cadmium 

0.37 

0.12 

mg/Kg 

i 

6010B 

Total/NA 

Chromium 

89 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Cobalt 

15 

0.19 

mg/Kg 

i 

6010B 

Total/NA 

Copper 

37 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Lead 

3.8 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Nickel 

81 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Thallium 

0.91 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Vanadium 

70 

0.46 

mg/Kg 

i 

6010B 

Total/NA 

Zinc 

42 

1.4 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

7.9 B 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Chromium 

0.12 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Cobalt 

0.82 

0.020 

mg/L 

i 

6010B 

STLC Citrate 

Nickel 

0.82 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Vanadium 

0.68 

0.10 

mg/L 

i 

6010B 

STLC Citrate 

Zinc 

0.22 

0.20 

mg/L 

i 

6010B 

STLC Citrate 

Mercury 

0.089 

0.0090 

mg/Kg 

i 

7471A 

Total/NA 

Client Sample ID: RSA-SB-(7,8) 1' 




Lab Sample ID: 

720-34076-33 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D Method 

Prep Type 

Diesel Range Organics [C10-C28] 

1.3 

0.99 

mg/Kg 

i 

8015B 

Silica Gel Cleai 

4,4'-DDE 

0.59 

0.40 

ug/Kg 

i 

8081A 

Total/NA 

Antimony 

1.3 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Arsenic 

2.2 

0.86 

mg/Kg 

i 

6010B 

Total/NA 

Barium 

160 

0.43 

mg/Kg 

i 

6010B 

Total/NA 

Cadmium 

0.46 

0.11 

mg/Kg 

i 

6010B 

Total/NA 

Chromium 

80 

0.43 

mg/Kg 

i 

6010B 

Total/NA 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 1' (Continued) Lab Sample ID: 720-34076-33 


Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Cobalt 

14 


0.17 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

32 


1.3 

mg/Kg 

i 


6010B 

T otal/NA 

Lead 

4.1 


0.43 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

57 


0.43 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.96 


0.43 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

64 


0.43 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

40 


1.3 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

9.1 

B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.24 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.47 


0.020 

mg/L 

i 


6010B 

STLC Citrate 

Copper 

0.25 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

0.58 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.45 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.39 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0015 


0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.078 


0.0092 

mg/Kg 

i 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(7,8) 4-5' 





Lab Sample ID: 

720-34076-36 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Diesel Range Organics [C10-C28] 

1.6 


1.0 

mg/Kg 

i 


8015B 

Silica Gel Cleai 

Antimony 

1.1 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Arsenic 

2.1 


0.99 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

150 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Cadmium 

0.28 


0.12 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

70 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

12 


0.20 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

27 


1.5 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

3.4 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

47 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.72 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

52 


0.50 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

34 


1.5 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

10 

B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.29 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.73 


0.020 

mg/L 

i 


6010B 

STLC Citrate 

Copper 

0.27 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

1.1 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.64 


0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.38 


0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0014 


0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.036 


0.0091 

mg/Kg 

i 


7471A 

Total/NA 

Client Sample ID: RSA-SB-(7,8) 9-10' 




Lab Sample ID: 

720-34076-39 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Antimony 

0.98 


0.47 

mg/Kg 

i 


6010B 

Total/NA 

Arsenic 

2.2 


0.94 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

170 


0.47 

mg/Kg 

i 


6010B 

Total/NA 

Cadmium 

0.32 


0.12 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

70 


0.47 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

12 


0.19 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

25 


1.4 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

3.9 


0.47 

mg/Kg 

i 


6010B 

Total/NA 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Detection Summary 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: 

RSA-SB-(7,8) 9-10' (Continued) 



Lab Sample ID: 

720-34076-39 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Nickel 

49 

0.47 

mg/Kg 

i 


6010B 

T otal/NA 

Thallium 

0.78 

0.47 

mg/Kg 

i 


6010B 

T otal/NA 

Vanadium 

54 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

32 

1.4 

mg/Kg 

i 


6010B 

T otal/NA 

Barium 

12 B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.23 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.56 

0.020 

mg/L 

i 


6010B 

STLC Citrate 

Copper 

0.28 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

1.0 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.43 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.32 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0011 

0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.068 

0.010 

mg/Kg 

i 


7471A 

Total/NA 

Chromium, hexavalent 

1.1 

0.98 

mg/Kg 

i 


7196A 

Total/NA 

Client Sample ID: 

RSA-SB-(8,7) 14-15' 



Lab Sample ID: 

720-34076-42 

Analyte 

Result Qualifier 

RL 

MDL Unit 

Dil Fac 

D 

Method 

Prep Type 

Antimony 

0.77 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Arsenic 

2.0 

0.94 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

130 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Beryllium 

0.16 

0.094 

mg/Kg 

i 


6010B 

Total/NA 

Cadmium 

0.21 

0.12 

mg/Kg 

i 


6010B 

Total/NA 

Chromium 

59 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Cobalt 

8.2 

0.19 

mg/Kg 

i 


6010B 

Total/NA 

Copper 

21 

1.4 

mg/Kg 

i 


6010B 

Total/NA 

Lead 

4.3 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Nickel 

36 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Thallium 

0.47 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Vanadium 

42 

0.47 

mg/Kg 

i 


6010B 

Total/NA 

Zinc 

25 

1.4 

mg/Kg 

i 


6010B 

Total/NA 

Barium 

9.6 B 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Chromium 

0.29 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Cobalt 

0.45 

0.020 

mg/L 

i 


6010B 

STLC Citrate 

Copper 

0.43 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Nickel 

0.74 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Vanadium 

0.64 

0.10 

mg/L 

i 


6010B 

STLC Citrate 

Zinc 

0.23 

0.20 

mg/L 

i 


6010B 

STLC Citrate 

Mercury 

0.0014 

0.0010 

mg/L 

i 


7470A 

STLC Citrate 

Mercury 

0.041 

0.010 

mg/Kg 

i 


7471A 

Total/NA 


TestAmerica San Francisco 

Page 9 of 67 04/07/2011 


























Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) V Lab Sample ID: 720-34076-4 

Date Collected: 03/21/11 08:19 Matrix: Solid 

Date Received: 03/22/11 10:30 


f — 1 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 

Analyte Result Qualifier RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

11 

0.99 


mg/Kg 


03/30/11 22:11 

04/01/11 14:01 

i 

Motor Oil Range Organics [C24-C36] 

ND 

49 


mg/Kg 


03/30/11 22:11 

04/01/11 14:01 

i 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.6 

0-5 




03/30/11 22:11 

04/01/11 14:01 

i 

Method: 8081A - Organochiorine Pesticides (GC) 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Dieldrin 

2.9 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endrin aldehyde 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endrin 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endrin ketone 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Heptachlor 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Heptachlor epoxide 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

4,4’-DDT 

4.2 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

4,4’-DDE 

1.6 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

4,4’-DDD 

0.63 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endosulfan 1 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endosulfan II 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

alpha-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

beta-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

gamma-BHC (Lindane) 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

delta-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Endosulfan sulfate 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Methoxychlor 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Toxaphene 

ND 

8.0 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Chlordane (technical) 

10 

8.0 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

alpha-Chlordane 

1.2 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

gamma-Chlordane 

0.90 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 13:31 

i 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

89 

45- 119 




04/01/11 13:41 

04/02/11 13:31 

i 

DCB Decachlorobiphenyl 

57 

27- 136 




04/01/11 13:41 

04/02/11 13:31 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

i.i 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Arsenic 

1.9 

0.86 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Barium 

130 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Beryllium 

ND 

0.086 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Cadmium 

0.34 

0.11 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Chromium 

62 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Cobalt 

14 

0.17 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Copper 

36 

1.3 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Lead 

5.3 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Molybdenum 

ND 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Nickel 

53 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Selenium 

ND 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Silver 

ND 

0.22 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Thallium 

0.81 

0.43 


mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) 1 
Date Collected: 03/21/11 08:19 

Date Received: 03/22/11 10:30 






Lab Sample ID: 720-34076-4 

Matrix: Solid 

Method: 6010B - Metals (iCP) (Continued) 








Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Vanadium 

54 


0.43 

mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Zinc 

38 


1.3 

mg/Kg 


03/25/11 18:52 

03/29/11 20:54 

i 

Method: 6010B - Metals (ICP) - STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Barium 

8.7 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Chromium 

0.15 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Cobalt 

0.57 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Copper 

0.41 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Lead 

0.068 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Molybdenum 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Nickel 

1.9 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Selenium 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Silver 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Thallium 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Vanadium 

0.55 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Zinc 

0.47 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:21 

i 

Method: 7470A - Mercury (CVAA) - STLC Citrate 







Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0013 


0.0010 

mg/L 


04/01/11 10:32 

04/01/11 18:59 

i 

Method: 7471A - Mercury (CVAA) 









Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.073 


0.0090 

mg/Kg 


03/28/11 17:06 

03/29/11 13:41 

i 

General Chemistry 









Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 


0.91 

mg/Kg 


03/29/11 10:20 

03/30/11 08:55 

i 

Client Sample ID: RSA-SB-(6,1,2) 4-5' 





Lab Sample ID: 720-34076-8 

Date Collected: 03/21/11 08:25 







Matrix: Solid 

Date Received: 03/22/11 10:30 










Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 


Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

ND 

0.99 

mg/Kg 

03/30/11 22:11 

04/01/11 15:35 

i 

Motor Oil Range Organics [C24-C36] 

ND 

49 

mg/Kg 

03/30/11 22:11 

04/01/11 15:35 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.3 

0-5 


03/30/11 22:11 

04/01/11 15:35 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 13:49 

i 

Dieldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 13:49 

i 

Endrin aldehyde 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 13:49 

i 

Endrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 13:49 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) 4-5' 

Date Collected: 03/21/11 08:25 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-8 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endrin ketone 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Heptachlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Heptachlor epoxide 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

4,4'-DDT 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

4,4’-DDE 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

4,4’-DDD 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Endosulfan 1 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Endosulfan II 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

alpha-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

beta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

gamma-BHC (Lindane) 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

delta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Endosulfan sulfate 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Methoxychlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Toxaphene 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Chlordane (technical) 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

alpha-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

gamma-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 13:49 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

80 

45 

119 



04/01/11 13:41 

04/02/11 13:49 

i 

DCB Decachlorobiphenyl 

73 

27 

136 



04/01/11 13:41 

04/02/11 13:49 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

1.4 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Arsenic 

2.7 


0.93 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Barium 

140 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Beryllium 

ND 


0.093 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Cadmium 

0.35 


0.12 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Chromium 

89 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Cobalt 

15 


0.19 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Copper 

38 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Lead 

3.5 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Molybdenum 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Nickel 

57 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Selenium 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Silver 

ND 


0.23 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Thallium 

0.85 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Vanadium 

78 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Zinc 

39 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 20:58 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Barium 

9.2 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Chromium 

0.18 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Cobalt 

0.88 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(6,1,2) 4-5' Lab Sample ID: 720-34076-8 

Date Collected: 03/21/11 08:25 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 6010B - Metals (ICP) - STLC Citrate (Continued) 

Analyte Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Copper 

0.22 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Lead 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Molybdenum 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Nickel 

1.2 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Selenium 

ND 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Silver 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Thallium 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Vanadium 

0.97 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Zinc 

0.22 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:25 

i 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0014 

0.0010 


mg/L 


04/01/11 10:32 

04/01/11 19:01 

i 

Method: 7471A - Mercury (CVAA) 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.13 

0.010 


mg/Kg 


03/28/11 17:06 

03/29/11 13:43 

i 

General Chemistry 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.91 


mg/Kg 


03/29/11 10:20 

03/30/11 08:56 

i 


Client Sample ID: RSA-SB-(1,2) 9-1 O' Lab Sample ID: 720-34076-11 

Date Collected: 03/21/11 09:47 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 


Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

i.i 

1.0 

mg/Kg 

03/30/11 22:11 

04/01/11 15:59 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 

03/30/11 22:11 

04/01/11 15:59 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.2 

0.5 


03/30/11 22:11 

04/01/11 15:59 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Dieldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Endrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Heptachlor 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

4,4'-DDT 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

4,4’-DDE 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

beta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 

delta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 14:42 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(1,2) 9-10' 

Date Collected: 03/21/11 09:47 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-11 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endosulfan sulfate 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

Methoxychlor 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

Toxaphene 

ND 


8.0 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

Chlordane (technical) 

ND 


8.0 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

alpha-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

gamma-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 14:42 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

48 

45 

119 



04/01/11 13:41 

04/02/11 14:42 

i 

DCB Decachlorobiphenyl 

91 

27 

136 



04/01/11 13:41 

04/02/11 14:42 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

1.2 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Arsenic 

1.7 


0.92 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Barium 

100 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Beryllium 

ND 


0.092 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Cadmium 

0.28 


0.11 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Chromium 

64 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Cobalt 

12 


0.18 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Copper 

36 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Lead 

2.2 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Molybdenum 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Nickel 

49 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Selenium 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Silver 

ND 


0.23 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Thallium 

0.82 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Vanadium 

60 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Zinc 

32 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:03 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Barium 

8.8 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Chromium 

0.14 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Cobalt 

0.50 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Copper 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Lead 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Molybdenum 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Nickel 

0.69 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Selenium 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Silver 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Thallium 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Vanadium 

0.48 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 

Zinc 

0.22 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:30 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(1,2) 9-1 O' Lab Sample ID: 720-34076-11 


Date Collected: 03/21/11 09:47 

Date Received: 03/22/11 10:30 






Matrix: Solid 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

ND 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:04 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.049 

0.0098 

mg/Kg 


03/28/11 17:06 

03/29/11 13:45 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.89 

mg/Kg 


03/29/11 10:20 

03/30/11 08:57 

i 

Client Sample ID: RSA-SB-(1,2) 14-15' 




Lab Sample ID: 720-34076-14 

Date Collected: 03/21/11 10:00 






Matrix: Solid 

Date Received: 03/22/11 10:30 








Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

ND 

1.0 

mg/Kg 


03/30/11 22:11 

04/01/11 16:22 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 


03/30/11 22:11 

04/01/11 16:22 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.05 

0-5 



03/30/11 22:11 

04/01/11 16:22 

i 

Method: 8081A - Organochlorine Pesticides (GC) 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Dieldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Heptachlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

4,4’-DDT 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

4,4'-DDE 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

beta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

delta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Endosulfan sulfate 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Methoxychlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Toxaphene 

ND 

7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Chlordane (technical) 

ND 

7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

alpha-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

gamma-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:01 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

76 

45- 119 



04/01/11 13:41 

04/02/11 15:01 

i 

DCB Decachlorobiphenyl 

103 

27 - 136 



04/01/11 13:41 

04/02/11 15:01 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(1,2) 14-15' 

Date Collected: 03/21/11 10:00 

Date Received: 03/22/11 10:30 



Lab Sample ID: 720-34076-14 

Matrix: Solid 

Method: 6010B - Metals (ICP) 

Analyte Result Qualifier 

RL 

MDL Unit 

D Prepared Analyzed Dil Fac 


Antimony 

0.91 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Arsenic 

3.2 

0.97 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Barium 

120 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Beryllium 

ND 

0.097 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Cadmium 

0.29 

0.12 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Chromium 

58 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Cobalt 

13 

0.19 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Copper 

36 

1.5 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Lead 

3.2 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Molybdenum 

ND 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Nickel 

51 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Selenium 

ND 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Silver 

ND 

0.24 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Thallium 

0.69 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Vanadium 

60 

0.49 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Zinc 

33 

1.5 

mg/Kg 


03/25/11 18:52 

03/29/11 21:07 

1 

Method: 6010B - Metals (ICP) - STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Arsenic 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Barium 

11 B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Beryllium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Cadmium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Chromium 

0.12 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Cobalt 

0.81 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Copper 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Lead 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Molybdenum 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Nickel 

0.88 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Selenium 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Silver 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Thallium 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Vanadium 

0.94 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Zinc 

0.31 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:34 

i 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0012 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:06 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.086 

0.0098 

mg/Kg 


03/28/11 17:06 

03/29/11 13:53 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.95 

mg/Kg 


03/29/11 10:20 

03/30/11 08:58 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 1' Lab Sample ID: 720-34076-18 

Date Collected: 03/21/11 08:49 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 


Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

2.7 

0.99 


mg/Kg 


03/30/11 22:11 

04/01/11 14:24 

i 

Motor Oil Range Organics [C24-C36] 

ND 

49 


mg/Kg 


03/30/11 22:11 

04/01/11 14:24 

i 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.2 

0-5 




03/30/11 22:11 

04/01/11 14:24 

i 

Method: 8081A - Organochiorine Pesticides (GC) 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Dieldrin 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endrin aldehyde 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endrin 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endrin ketone 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Heptachlor 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Heptachlor epoxide 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

4,4'-DDT 

28 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

4,4’-DDE 

170 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

4,4’-DDD 

7.0 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endosulfan 1 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endosulfan II 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

alpha-BHC 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

beta-BHC 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

gamma-BHC (Lindane) 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

delta-BHC 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Endosulfan sulfate 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Methoxychlor 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Toxaphene 

ND 

79 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Chlordane (technical) 

ND 

79 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

alpha-Chlordane 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

gamma-Chlordane 

ND 

3.9 


ug/Kg 


04/01/11 13:41 

04/06/11 21:13 

10 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

0 XD 

45- 119 




04/01/11 13:41 

04/06/11 21:13 

10 

DCB Decachlorobiphenyl 

0 XD 

27 - 136 




04/01/11 13:41 

04/06/11 21:13 

10 

Method: 6010B - Metals (ICP) 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

0.67 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Arsenic 

2.3 

0.92 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Barium 

370 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Beryllium 

ND 

0.092 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Cadmium 

0.44 

0.11 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Chromium 

63 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Cobalt 

12 

0.18 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Copper 

38 

1.4 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Lead 

5.1 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Molybdenum 

ND 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Nickel 

44 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Selenium 

ND 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Silver 

ND 

0.23 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 

Thallium 

0.48 

0.46 


mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

1 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) V 


Lab Sample ID: 720-34076-18 


Date Collected: 03/21/11 08:49 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 6010B - Metals (ICP) (Continued) 


Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Vanadium 

58 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

i 

Zinc 

32 

1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:11 

i 

Method: 6010B - Metals (ICP) - STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Arsenic 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Barium 

6.5 B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Beryllium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Cadmium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Chromium 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Cobalt 

0.65 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Copper 

0.49 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Lead 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Molybdenum 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Nickel 

0.78 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Selenium 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Silver 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Thallium 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Vanadium 

0.22 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Zinc 

0.34 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:47 

i 

Method: 7470A - Mercury (CVAA) - 

STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

ND 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:08 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.11 

0.0086 

mg/Kg 


03/28/11 17:06 

03/29/11 13:55 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.99 

mg/Kg 


03/29/11 10:20 

03/30/11 08:59 

i 


Client Sample ID: RSA-SB-(5,3,4) 4-5' Lab Sample ID: 720-34076-22 

Date Collected: 03/21/11 08:58 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 

Analyte Result Qualifier RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

2.6 

0.99 

mg/Kg 

03/30/11 22:11 

04/04/11 10:08 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 

03/30/11 22:11 

04/04/11 10:08 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.2 

0-5 


03/30/11 22:11 

04/04/11 10:08 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 15:37 

i 

Dieldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 15:37 

i 

Endrin aldehyde 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 15:37 

i 

Endrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 15:37 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 4-5' 

Date Collected: 03/21/11 08:58 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-22 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endrin ketone 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Heptachlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Heptachlor epoxide 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

4,4'-DDT 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

4,4’-DDE 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

4,4’-DDD 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Endosulfan 1 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Endosulfan II 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

alpha-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

beta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

gamma-BHC (Lindane) 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

delta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Endosulfan sulfate 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Methoxychlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Toxaphene 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Chlordane (technical) 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

alpha-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

gamma-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 15:37 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

67 

45 

119 



04/01/11 13:41 

04/02/11 15:37 

i 

DCB Decachlorobiphenyl 

102 

27 

136 



04/01/11 13:41 

04/02/11 15:37 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

1.5 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Arsenic 

2.4 


0.92 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Barium 

150 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Beryllium 

ND 


0.092 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Cadmium 

0.41 


0.11 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Chromium 

99 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Cobalt 

16 


0.18 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Copper 

41 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Lead 

3.4 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Molybdenum 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Nickel 

65 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Selenium 

ND 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Silver 

ND 


0.23 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Thallium 

0.93 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Vanadium 

80 


0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Zinc 

41 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:16 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Barium 

9.6 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Chromium 

0.18 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Cobalt 

0.82 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 4-5' 
Date Collected: 03/21/11 08:58 
Date Received: 03/22/11 10:30 


Lab Sample ID: 720-34076-22 

Matrix: Solid 


Method: 6010B - Metals (ICP) - STLC Citrate (Continued] 

Analyte Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Copper 

0.22 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Lead 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Molybdenum 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Nickel 

1.0 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Selenium 

ND 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Silver 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Thallium 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Vanadium 

0.81 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Zinc 

0.29 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 10:51 

i 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0018 

0.0010 


mg/L 


04/01/11 10:32 

04/01/11 19:11 

i 

Method: 7471A - Mercury (CVAA) 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.11 

0.010 


mg/Kg 


03/28/11 17:06 

03/29/11 13:57 

i 

General Chemistry 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.99 


mg/Kg 


03/29/11 10:20 

03/30/11 09:03 

i 


Client Sample ID: RSA-SB-(5,3,4) 9-10' Lab Sample ID: 720-34076-26 

Date Collected: 03/21/11 09:04 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 

Analyte Result Qualifier RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

3.6 

0.99 

mg/Kg 

03/31/11 13:59 

04/01/11 15:48 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 

03/31/11 13:59 

04/01/11 15:48 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.4 

0.5 


03/31/11 13:59 

04/01/11 15:48 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Dieldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Endrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Heptachlor 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

4,4'-DDT 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

4,4’-DDE 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

beta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 

delta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 15:55 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 9-10' 
Date Collected: 03/21/11 09:04 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-26 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endosulfan sulfate 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

Methoxychlor 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

Toxaphene 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

Chlordane (technical) 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

alpha-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

gamma-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 15:55 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

59 

45 

119 



04/01/11 13:41 

04/02/11 15:55 

i 

DCB Decachlorobiphenyl 

82 

27 

136 



04/01/11 13:41 

04/02/11 15:55 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

i.i 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Arsenic 

2.1 


0.90 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Barium 

110 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Beryllium 

ND 


0.090 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Cadmium 

0.30 


0.11 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Chromium 

76 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Cobalt 

14 


0.18 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Copper 

37 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Lead 

3.7 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Molybdenum 

ND 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Nickel 

58 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Selenium 

ND 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Silver 

ND 


0.23 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Thallium 

0.77 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Vanadium 

62 


0.45 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Zinc 

35 


1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:20 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Barium 

8.6 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Chromium 

0.21 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Cobalt 

0.92 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Copper 

0.23 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Lead 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Molybdenum 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Nickel 

1.2 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Selenium 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Silver 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Thallium 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Vanadium 

0.84 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 

Zinc 

0.24 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 10:56 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 9-10' Lab Sample ID: 720-34076-26 


Date Collected: 03/21/11 09:04 

Date Received: 03/22/11 10:30 






Matrix: Solid 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0013 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:13 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.082 

0.010 

mg/Kg 


03/28/11 17:06 

03/29/11 13:59 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.95 

mg/Kg 


03/29/11 10:20 

03/30/11 09:08 

i 

Client Sample ID: RSA-SB-(5,3,4) 14-15' 




Lab Sample ID: 720-34076-30 

Date Collected: 03/21/11 09:17 






Matrix: Solid 

Date Received: 03/22/11 10:30 








Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

ND 

0.99 

mg/Kg 


03/31/11 13:59 

04/01/11 16:13 

i 

Motor Oil Range Organics [C24-C36] 

ND 

49 

mg/Kg 


03/31/11 13:59 

04/01/11 16:13 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0 

0-5 



03/31/11 13:59 

04/01/11 16:13 

i 

Method: 8081A - Organochlorine Pesticides (GC) 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Dieldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Heptachlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

4,4’-DDT 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

4,4'-DDE 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

beta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

delta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Endosulfan sulfate 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Methoxychlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Toxaphene 

ND 

7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Chlordane (technical) 

ND 

7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

alpha-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

gamma-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 16:12 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

60 

45- 119 



04/01/11 13:41 

04/02/11 16:12 

i 

DCB Decachlorobiphenyl 

87 

27 - 136 



04/01/11 13:41 

04/02/11 16:12 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(5,3,4) 14-15' Lab Sample ID: 720-34076-30 

Date Collected: 03/21/11 09:17 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 6010B - Metals (ICP) 

Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

1.2 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Arsenic 

3.5 

0.93 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Barium 

120 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Beryllium 

ND 

0.093 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Cadmium 

0.37 

0.12 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Chromium 

89 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Cobalt 

15 

0.19 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Copper 

37 

1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Lead 

3.8 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Molybdenum 

ND 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Nickel 

81 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Selenium 

ND 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Silver 

ND 

0.23 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Thallium 

0.91 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Vanadium 

70 

0.46 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Zinc 

42 

1.4 

mg/Kg 


03/25/11 18:52 

03/29/11 21:33 

i 

Method: 6010B - Metals (ICP) - STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Arsenic 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Barium 

7.9 B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Beryllium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Cadmium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Chromium 

0.12 

0.10 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Cobalt 

0.82 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Copper 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Lead 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Molybdenum 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Nickel 

0.82 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Selenium 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Silver 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Thallium 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/1 111 :00 

i 

Vanadium 

0.68 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Zinc 

0.22 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:00 

i 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

ND 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:20 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.089 

0.0090 

mg/Kg 


03/28/11 17:06 

03/29/11 14:01 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.98 

mg/Kg 


03/29/11 10:20 

03/30/11 09:09 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 1' 
Date Collected: 03/21/11 10:57 
Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 


Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

1.3 

0.99 


mg/Kg 


03/31/11 13:59 

04/04/11 13:04 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 


mg/Kg 


03/31/11 13:59 

04/04/11 13:04 

i 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.1 

0-5 




03/31/11 13:59 

04/04/11 13:04 

i 

Method: 8081A - Organochiorine Pesticides (GC) 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Dieldrin 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endrin aldehyde 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endrin 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endrin ketone 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Heptachlor 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Heptachlor epoxide 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

4,4'-DDT 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

4,4’-DDE 

0.59 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

4,4’-DDD 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endosulfan 1 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endosulfan II 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

alpha-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

beta-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

gamma-BHC (Lindane) 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

delta-BHC 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Endosulfan sulfate 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Methoxychlor 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Toxaphene 

ND 

7.9 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Chlordane (technical) 

ND 

7.9 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

alpha-Chlordane 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

gamma-Chlordane 

ND 

0.40 


ug/Kg 


04/01/11 13:41 

04/02/11 16:31 

i 

Surrogate 

% Recovery Qualifier 

Limits 




Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

77 

45- 119 




04/01/11 13:41 

04/02/11 16:31 

i 

DCB Decachlorobiphenyl 

96 

27 - 136 




04/01/11 13:41 

04/02/11 16:31 

i 

Method: 6010B - Metals (ICP) 

Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

1.3 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Arsenic 

2.2 

0.86 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Barium 

160 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Beryllium 

ND 

0.086 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Cadmium 

0.46 

0.11 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Chromium 

80 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Cobalt 

14 

0.17 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Copper 

32 

1.3 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Lead 

4.1 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Molybdenum 

ND 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Nickel 

57 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Selenium 

ND 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Silver 

ND 

0.22 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Thallium 

0.96 

0.43 


mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 
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Lab Sample ID: 720-34076-33 

Matrix: Solid 




















































Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 1' 
Date Collected: 03/21/11 10:57 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-33 

Matrix: Solid 

Method: 6010B - Metals (ICP) (Continued) 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Vanadium 

64 

0.43 

mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Zinc 

40 

1.3 

mg/Kg 


03/28/11 11:14 

03/29/11 21:45 

i 

Method: 6010B - Metals (ICP) - STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Arsenic 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Barium 

9.1 B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Beryllium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Cadmium 

ND 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Chromium 

0.24 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Cobalt 

0.47 

0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Copper 

0.25 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Lead 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Molybdenum 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Nickel 

0.58 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Selenium 

ND 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Silver 

ND 

0.050 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Thallium 

ND 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Vanadium 

0.45 

0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Zinc 

0.39 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:05 

i 

Method: 7470A - Mercury (CVAA) - STLC Citrate 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0015 

0.0010 

mg/L 


04/01/11 10:32 

04/01/11 19:23 

i 

Method: 7471A - Mercury (CVAA) 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.078 

0.0092 

mg/Kg 


03/28/11 17:06 

03/29/11 14:04 

i 

General Chemistry 








Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

1.0 

mg/Kg 


03/29/11 10:20 

03/30/11 09:11 

i 

Client Sample ID: RSA-SB-(7,8) 4-5' 





Lab Sample ID: 720-34076-36 

Date Collected: 03/21/11 11:01 






Matrix: Solid 

Date Received: 03/22/11 10:30 









Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 

Analyte Result Qualifier RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

1.6 

1.0 

mg/Kg 

03/31/11 13:59 

04/04/11 14:56 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 

03/31/11 13:59 

04/04/11 14:56 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.1 

0-5 


03/31/11 13:59 

04/04/11 14:56 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 16:49 

i 

Dieldrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 16:49 

i 

Endrin aldehyde 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 16:49 

i 

Endrin 

ND 

0.39 

ug/Kg 

04/01/11 13:41 

04/02/11 16:49 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 4-5' 

Date Collected: 03/21/11 11:01 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-36 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endrin ketone 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Heptachlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Heptachlor epoxide 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

4,4'-DDT 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

4,4’-DDE 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

4,4’-DDD 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Endosulfan 1 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Endosulfan II 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

alpha-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

beta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

gamma-BHC (Lindane) 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

delta-BHC 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Endosulfan sulfate 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Methoxychlor 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Toxaphene 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Chlordane (technical) 

ND 


7.9 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

alpha-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

gamma-Chlordane 

ND 


0.39 

ug/Kg 


04/01/11 13:41 

04/02/11 16:49 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

62 

45 

119 



04/01/11 13:41 

04/02/11 16:49 

i 

DCB Decachlorobiphenyl 

74 

27 

136 



04/01/11 13:41 

04/02/11 16:49 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MOL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

i.i 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Arsenic 

2.1 


0.99 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Barium 

150 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Beryllium 

ND 


0.099 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Cadmium 

0.28 


0.12 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Chromium 

70 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Cobalt 

12 


0.20 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Copper 

27 


1.5 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Lead 

3.4 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Molybdenum 

ND 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Nickel 

47 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Selenium 

ND 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Silver 

ND 


0.25 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Thallium 

0.72 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Vanadium 

52 


0.50 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Zinc 

34 


1.5 

mg/Kg 


03/28/11 11:14 

03/29/11 21:50 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Barium 

10 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Chromium 

0.29 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Cobalt 

0.73 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 4-5' 
Date Collected: 03/21/11 11:01 
Date Received: 03/22/11 10:30 


Lab Sample ID: 720-34076-36 

Matrix: Solid 


Method: 6010B - Metals (ICP) - STLC Citrate (Continued) 

Analyte Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Copper 

0.27 

0.20 


mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Lead 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Molybdenum 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Nickel 

1.1 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Selenium 

ND 

0.20 


mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Silver 

ND 

0.050 


mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Thallium 

ND 

0.10 


mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Vanadium 

0.64 

0.10 


mg/L 


04/01/11 08:29 

04/02/1 111 :09 

i 

Zinc 

0.38 

0.20 


mg/L 


04/01/11 08:29 

04/02/11 11:09 

i 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 








Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0014 

0.0010 


mg/L 


04/01/11 10:32 

04/01/11 19:25 

i 

Method: 7471A - Mercury (CVAA) 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.036 

0.0091 


mg/Kg 


03/28/11 17:06 

03/29/11 14:06 

i 

General Chemistry 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

ND 

0.96 


mg/Kg 


03/29/11 10:20 

03/30/11 09:14 

i 


Client Sample ID: RSA-SB-(7,8) 9-10' Lab Sample ID: 720-34076-39 

Date Collected: 03/21/11 11:00 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 

Analyte Result Qualifier RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

ND 

1.0 

mg/Kg 

03/31/11 13:59 

04/04/11 15:20 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 

03/31/11 13:59 

04/04/11 15:20 

i 

Surrogate 

% Recovery Qualifier 

Limits 


Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.4 

0.5 


03/31/11 13:59 

04/04/11 15:20 

i 

Method: 8081A - Organochlorine Pesticides (GC) 






Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Dieldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Endrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Heptachlor 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

4,4'-DDT 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

4,4’-DDE 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

beta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 

delta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 17:07 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 9-10' 

Date Collected: 03/21/11 11:00 

Date Received: 03/22/11 10:30 





Lab Sample ID: 720-34076-39 

Matrix: Solid 

Method: 8081A - Organochlorine Pesticides (GC) (Continued) 







Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Endosulfan sulfate 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

Methoxychlor 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

Toxaphene 

ND 


8.0 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

Chlordane (technical) 

ND 


8.0 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

alpha-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

gamma-Chlordane 

ND 


0.40 

ug/Kg 


04/01/11 13:41 

04/02/11 17:07 

i 

Surrogate 

% Recovery 

Qualifier Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

64 

45 

119 



04/01/11 13:41 

04/02/11 17:07 

i 

DCB Decachlorobiphenyl 

87 

27 

136 



04/01/11 13:41 

04/02/11 17:07 

i 

Method: 6010B - Metals (ICP) 









Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

0.98 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Arsenic 

2.2 


0.94 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Barium 

170 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Beryllium 

ND 


0.094 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Cadmium 

0.32 


0.12 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Chromium 

70 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Cobalt 

12 


0.19 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Copper 

25 


1.4 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Lead 

3.9 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Molybdenum 

ND 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Nickel 

49 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Selenium 

ND 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Silver 

ND 


0.24 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Thallium 

0.78 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Vanadium 

54 


0.47 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Zinc 

32 


1.4 

mg/Kg 


03/28/11 11:14 

03/29/11 21:54 

i 

Method: 6010B - Metals (ICP) 

- STLC Citrate 








Analyte 

Result 

Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Arsenic 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Barium 

12 

B 

0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Beryllium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Cadmium 

ND 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Chromium 

0.23 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Cobalt 

0.56 


0.020 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Copper 

0.28 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Lead 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Molybdenum 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Nickel 

1.0 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Selenium 

ND 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Silver 

ND 


0.050 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Thallium 

ND 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Vanadium 

0.43 


0.10 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 

Zinc 

0.32 


0.20 

mg/L 


04/01/11 08:29 

04/02/11 11:14 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(7,8) 9-10' 
Date Collected: 03/21/11 11:00 
Date Received: 03/22/11 10:30 


Lab Sample ID: 720-34076-39 

Matrix: Solid 


Method: 7470A - Mercury (CVAA) - STLC Citrate 


Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.0011 

0.0010 


mg/L 


04/01/11 10:32 

04/01/11 19:27 

i 

Method: 7471A - Mercury (CVAA) 

Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Mercury 

0.068 

0.010 


mg/Kg 


03/28/11 17:06 

03/29/11 14:08 

i 

General Chemistry 

Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Chromium, hexavalent 

i.i 

0.98 


mg/Kg 


03/29/11 10:20 

03/30/11 09:31 

i 


Client Sample ID: RSA-SB-(8,7) 14-15' Lab Sample ID: 720-34076-42 

Date Collected: 03/21/11 11:15 Matrix: Solid 

Date Received: 03/22/11 10:30 


Method: 8015B - Diesel Range Organics (DRO) (GC) - Silica Gel Cleanup 


Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Diesel Range Organics [C10-C28] 

ND 

1.0 

mg/Kg 


03/31/11 13:59 

04/04/11 15:44 

i 

Motor Oil Range Organics [C24-C36] 

ND 

50 

mg/Kg 


03/31/11 13:59 

04/04/11 15:44 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Capric Acid (Surr) 

0.3 

0-5 



03/31/11 13:59 

04/04/11 15:44 

i 

Method: 8081A - Organochlorine Pesticides (GC) 







Analyte 

Result Qualifier 

RL 

MDL Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Dieldrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endrin 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Heptachlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

4,4’-DDT 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

4,4'-DDE 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

alpha-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

beta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

gamma-BHC (Lindane) 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

delta-BHC 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Endosulfan sulfate 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Methoxychlor 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Toxaphene 

ND 

8.0 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Chlordane (technical) 

ND 

8.0 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

alpha-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

gamma-Chlordane 

ND 

0.40 

ug/Kg 


04/01/11 13:41 

04/07/11 10:40 

i 

Surrogate 

% Recovery Qualifier 

Limits 



Prepared 

Analyzed 

Dil Fac 

Tetrachloro-m-xylene 

68 

45- 119 



04/01/11 13:41 

04/07/11 10:40 

i 

DCB Decachlorobiphenyl 

76 

27 - 136 



04/01/11 13:41 

04/07/11 10:40 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Analytical Data 


TestAmerica Job ID: 720-34076-1 


Client Sample ID: RSA-SB-(8,7) 14-15' 
Date Collected: 03/21/11 11:15 
Date Received: 03/22/11 10:30 


Lab Sample ID: 720-34076-42 

Matrix: Solid 


Method: 6010B - Metals (ICP) 


Analyte 

Result 

Qualifier 

RL 

Antimony 

0.77 


0.47 

Arsenic 

2.0 


0.94 

Barium 

130 


0.47 

Beryllium 

0.16 


0.094 

Cadmium 

0.21 


0.12 

Chromium 

59 


0.47 

Cobalt 

8.2 


0.19 

Copper 

21 


1.4 

Lead 

4.3 


0.47 

Molybdenum 

ND 


0.47 

Nickel 

36 


0.47 

Selenium 

ND 


0.47 

Silver 

ND 


0.24 

Thallium 

0.47 


0.47 

Vanadium 

42 


0.47 

Zinc 

25 


1.4 

Method: 6010B - Metals (ICP) - STLC Citrate 



Analyte 

Result 

Qualifier 

RL 

Antimony 

ND 


0.20 

Arsenic 

ND 


0.10 

Barium 

9.6 

B 

0.20 

Beryllium 

ND 


0.020 

Cadmium 

ND 


0.020 

Chromium 

0.29 


0.10 

Cobalt 

0.45 


0.020 

Copper 

0.43 


0.20 

Lead 

ND 


0.050 

Molybdenum 

ND 


0.10 

Nickel 

0.74 


0.20 

Selenium 

ND 


0.20 

Silver 

ND 


0.050 

Thallium 

ND 


0.10 

Vanadium 

0.64 


0.10 

Zinc 

0.23 


0.20 

Method: 7470A - Mercury (CVAA) 

- STLC Citrate 


Analyte 

Result 

Qualifier 

RL 

Mercury 

0.0014 


0.0010 

Method: 7471A - Mercury (CVAA) 




Analyte 

Result 

Qualifier 

RL 

Mercury 

0.041 


0.010 

General Chemistry 




Analyte 

Result 

Qualifier 

RL 

Chromium, hexavalent 

ND 


0.99 


MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 

mg/Kg 

03/28/11 11:14 

03/29/11 21:58 

i 


MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 

mg/L 

04/01/11 08:29 

04/02/11 11:18 

i 


MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 


mg/L 


04/01/11 10:32 

04/01/11 19:30 

i 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 


mg/Kg 


03/28/11 17:06 

03/29/11 14:11 

i 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 


mg/Kg 


03/29/11 10:20 

03/30/11 09:16 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 8015B - Diesel Range Organics (PRO) (GC) 


Lab Sample ID: MB 720-88633/1-A 








Client Sample ID: MB 720-88633/1-A 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88664 


MB 

MB 






Prep Batch: 88633 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 


D Prepared 

Analyzed Dil Fac 

Diesel Range Organics [C10-C28] 


ND 


1.0 


mg/Kg 


03/30/11 13:34 

03/31/11 11:20 1 

Motor Oil Range Organics [C24-C36] 


ND 


50 


mg/Kg 


03/30/11 13:34 

03/31/11 11:20 1 



MB 

MB 







Surrogate 

% Recovery 

Qualifier 

Limits 




Prepared 

Analyzed Dil Fac 

Capric Acid (Surr) 


0.1 


0-5 




03/30/11 13:34 

03/31/11 11:20 1 

Lab Sample ID: LCS 720-88633/2-A 








Client Sample ID: LCS 720-88633/2-A 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88664 









Prep Batch: 88633 





Spike 

LCS 

LCS 



% Rec. 

Analyte 




Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Diesel Range Organics 
[C10-C28] 




83.1 

68.3 


mg/Kg 

82 

50-150 

Lab Sample ID: LCSD 720-88633/3-A 







Client Sample ID: LCSD 720-88633/3-A 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88664 









Prep Batch: 88633 





Spike 

LCSD 

LCSD 



% Rec. RPD 

Analyte 




Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits RPD Limit 

Diesel Range Organics 




83.2 

71.4 


mg/Kg 

86 

50- 150 4 20 

[C10-C28] 










Lab Sample ID: 720-33983-A-17-B MS 







Client Sample ID: 720-33983-A-17-B MS 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88664 









Prep Batch: 88633 


Sample 

Sample 

Spike 

MS 

MS 



% Rec. 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Diesel Range Organics 

3.0 



82.9 

73.6 


mg/Kg 

85 

50-150 

[C10-C28] 










Lab Sample ID: 720-33983-A-17-C MSD 






Client Sample ID: 720-33983-A-17-C MSD 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88664 









Prep Batch: 88633 


Sample 

Sample 

Spike 

MSD 

MSD 



% Rec. RPD 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits RPD Limit 

Diesel Range Organics 

3.0 



82.9 

59.2 

F 

mg/Kg 

68 

50- 150 22 20 

[C10-C28] 










Lab Sample ID: MB 720-88705/1-A 








Client Sample ID: MB 720-88705/1-A 

Matrix: Solid 








Prep Type: Silica Gel Cleanup 

Analysis Batch: 88742 


MB 

MB 






Prep Batch: 88705 

Analyte 

Result 

Qualifier 

RL 

MDL Unit 


D Prepared 

Analyzed Dil Fac 

Diesel Range Organics [C10-C28] 


ND 


1.0 


mg/Kg 


03/31/11 13:59 

04/01/11 15:24 1 

Motor Oil Range Organics [C24-C36] 


ND 


50 


mg/Kg 


03/31/11 13:59 

04/01/11 15:24 1 



MB 

MB 







Surrogate 

% Recovery 

Qualifier 

Limits 




Prepared 

Analyzed Dil Fac 

Capric Acid (Surr) 


0.3 


0-5 




03/31/11 13:59 

04/01/11 15:24 1 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 8015B - Diesel Range Organics (PRO) (GC) (Continued) 


Lab Sample ID: LCS 720-88705/2-A 
Matrix: Solid 
Analysis Batch: 88742 

Analyte 

Diesel Range Organics 
[C10-C28] 

Lab Sample ID: LCSD 720-88705/3-A 
Matrix: Solid 
Analysis Batch: 88742 

Analyte 

Diesel Range Organics 
[C10-C28] 

Lab Sample ID: 720-34207-A-3-C MS 
Matrix: Solid 
Analysis Batch: 88861 

Sample 

Analyte Result 

Diesel Range Organics 64 

[C10-C28] 

Lab Sample ID: 720-34207-A-3-D MSD 
Matrix: Solid 
Analysis Batch: 88861 

Sample 

Analyte Result 

Diesel Range Organics 64 

[C10-C28] 



Spike 

Added 

LCS 

Result 

LCS 

Qualifier 


82.8 

76.4 



Spike 

Added 

LCSD 

Result 

LCSD 

Qualifier 


83.1 

74.7 


Sample 

Qualifier 

Spike 

Added 

MS 

Result 

MS 

Qualifier 


82.4 

183 


Sample 

Qualifier 

Spike 

Added 

MSD 

Result 

MSD 

Qualifier 


83.1 

127 

F 


Client Sample ID: LCS 720-88705/2-A 
Prep Type: Silica Gel Cleanup 
Prep Batch: 88705 

% Rec. 

Unit D % Rec Limits 

mg/Kg 92 50- 150 

Client Sample ID: LCSD 720-88705/3-A 
Prep Type: Silica Gel Cleanup 
Prep Batch: 88705 

% Rec. RPD 

Unit D % Rec Limits RPD Limit 

mg/Kg 90 50- 150 2 20 

Client Sample ID: 720-34207-A-3-C MS 
Prep Type: Silica Gel Cleanup 
Prep Batch: 88705 

% Rec. 

Unit D % Rec Limits 

mg/Kg 144 50- 150 

Client Sample ID: 720-34207-A-3-D MSD 
Prep Type: Silica Gel Cleanup 
Prep Batch: 88705 

% Rec. RPD 

Unit D % Rec Limits RPD Limit 

mg/Kg 76 50- 150 36 20 


Method: 8081A - Organochlorine Pesticides (GC) 

Lab Sample ID: MB 720-88789/1-A Client Sample ID: MB 720-88789/1-A 

Matrix: Solid Prep Type: Total/NA 

Analysis Batch: 88844 Prep Batch: 88789 

MB MB 


Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed 

Dil Fac 

Aldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Dieldrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endrin aldehyde 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endrin 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endrin ketone 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Heptachlor 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Heptachlor epoxide 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

4,4'-DDT 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

4,4'-DDE 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

4,4'-DDD 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endosulfan 1 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endosulfan II 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

alpha-BFIC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

beta-BFIC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

gamma-BFIC (Lindane) 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

delta-BHC 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Endosulfan sulfate 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 

Methoxychlor 

ND 

0.40 

ug/Kg 

04/01/11 13:41 

04/02/11 12:37 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 8081A - Organochlorine Pesticides (GC) (Continued) 


Lab Sample ID: MB 720-88789/1-A 
Matrix: Solid 
Analysis Batch: 88844 

MB MB 

Analyte Result Qualifier RL 

Toxaphene ND 7.9 

Chlordane (technical) ND 7.9 

alpha-Chlordane ND 0.40 

gamma-Chlordane ND 0.40 

MB MB 

Surrogate % Recovery Qualifier Limits 

Tetrachloro-m-xylene 65 45-119 

DCB Decachlorobiphenyl 75 27 - 136 


Lab Sample ID: LCS 720-88789/2-A 
Matrix: Solid 
Analysis Batch: 88844 

Spike 


Analyte 



Added 

Aldrin 



3.33 

Dieldrin 



3.33 

Endrin aldehyde 



3.33 

Endrin 



3.33 

Endrin ketone 



3.33 

Heptachlor 



3.33 

Heptachlor epoxide 



3.33 

4,4'-DDT 



3.33 

4,4'-DDE 



3.33 

4,4'-DDD 



3.33 

Endosulfan 1 



3.33 

Endosulfan II 



3.33 

alpha-BHC 



3.33 

beta-BHC 



3.33 

gamma-BHC (Lindane) 



3.33 

delta-BHC 



3.33 

Endosulfan sulfate 



3.33 

Methoxychlor 



3.33 

alpha-Chlordane 



3.33 

gamma-Chlordane 



3.33 


LCS 

LCS 


Surrogate % Recovery 

Qualifier 

Limits 

Tetrachloro-m-xylene 

94 


45-119 

DCB Decachlorobiphenyl 

104 


27-136 

Lab Sample ID: LCSD 720-88789/3-A 




Matrix: Solid 




Analysis Batch: 88844 







Spike 

Analyte 



Added 

Aldrin 



3.33 

Dieldrin 



3.33 

Endrin aldehyde 



3.33 

Endrin 



3.33 

Endrin ketone 



3.33 


Client Sample ID: MB 720-88789/1-A 
Prep Type: Total/NA 
Prep Batch: 88789 


MDL Unit 


D Prepared 

Analyzed 

Dil Fac 


ug/Kg 


04/01/11 13:41 

04/02/11 12:37 

i 


ug/Kg 


04/01/11 13:41 

04/02/11 12:37 

i 


ug/Kg 


04/01/11 13:41 

04/02/11 12:37 

i 


ug/Kg 


04/01/11 13:41 

04/02/11 12:37 

i 




Prepared 

Analyzed 

Dil Fac 




04/01/11 13:41 

04/02/11 12:37 

i 




04/01/11 13:41 

04/02/11 12:37 

i 




Client Sample 

ID: LCS 720-88789/2-A 





Prep Type: Total/NA 





Prep Batch: 

88789 

LCS 

LCS 



% Rec. 


Result 

Qualifier 

Unit 

D % Rec 

Limits 


3.08 


ug/Kg 

93 

54-120 


3.08 


ug/Kg 

93 

59-120 


3.65 


ug/Kg 

110 

40-120 


3.09 


ug/Kg 

93 

53-120 


3.57 


ug/Kg 

107 

40-120 


3.20 


ug/Kg 

96 

54-120 


3.10 


ug/Kg 

93 

40-120 


3.37 


ug/Kg 

101 

51 - 120 


3.12 


ug/Kg 

94 

40-120 


3.13 


ug/Kg 

94 

40-120 


3.18 


ug/Kg 

96 

40-120 


3.18 


ug/Kg 

96 

40-120 


3.08 


ug/Kg 

93 

40-120 


3.22 


ug/Kg 

97 

40-120 


3.16 


ug/Kg 

95 

58-120 


2.63 


ug/Kg 

79 

40-120 


3.65 


ug/Kg 

110 

40-120 


3.46 


ug/Kg 

104 

40-120 


3.12 


ug/Kg 

94 

40-120 


3.09 


ug/Kg 

93 

40-120 



Client Sample ID: LCSD 720-88789/3-A 
Prep Type: Total/NA 
Prep Batch: 88789 

LCSD LCSD % Rec. RPD 


Result Qualifier 

Unit 

D % Rec 

Limits 

RPD 

Limit 

3.02 

ug/Kg 

91 

54-120 

2 

20 

2.95 

ug/Kg 

89 

59-120 

4 

20 

3.35 

ug/Kg 

101 

40-120 

9 

20 

2.98 

ug/Kg 

89 

53-120 

4 

20 

3.37 

ug/Kg 

101 

40-120 

6 

20 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 8081A - Organochlorine Pesticides (GC) (Continued) 


Lab Sample ID: LCSD 720-88789/3-A 
Matrix: Solid 
Analysis Batch: 88844 

Spike 


Analyte 


Added 

Heptachlor 


3.33 

Heptachlor epoxide 


3.33 

4,4'-DDT 


3.33 

4,4'-DDE 


3.33 

4,4'-DDD 


3.33 

Endosulfan 1 


3.33 

Endosulfan II 


3.33 

alpha-BHC 


3.33 

beta-BHC 


3.33 

gamma-BHC (Lindane) 


3.33 

delta-BHC 


3.33 

Endosulfan sulfate 


3.33 

Methoxychlor 


3.33 

alpha-Chlordane 


3.33 

gamma-Chlordane 


3.33 

Surrogate 

LCSD LCSD 

% Recovery Qualifier 

Limits 

Tetrachloro-m-xylene 

93 

45-119 

DCB Decachlorobiphenyl 

97 

27-136 

Lab Sample ID: 720-34076-8 MS 
Matrix: Solid 

Analysis Batch: 88844 

Sample Sample 

Spike 

Analyte 

Result Qualifier 

Added 

Aldrin 

ND 

3.30 

Dieldrin 

ND 

3.30 

Endrin aldehyde 

ND 

3.30 

Endrin 

ND 

3.30 

Endrin ketone 

ND 

3.30 

Heptachlor 

ND 

3.30 

Heptachlor epoxide 

ND 

3.30 

4,4'-DDT 

ND 

3.30 

4,4'-DDE 

ND 

3.30 

4,4'-DDD 

ND 

3.30 

Endosulfan 1 

ND 

3.30 

Endosulfan II 

ND 

3.30 

alpha-BHC 

ND 

3.30 

beta-BHC 

ND 

3.30 

gamma-BHC (Lindane) 

ND 

3.30 

delta-BHC 

ND 

3.30 

Endosulfan sulfate 

ND 

3.30 

Methoxychlor 

ND 

3.30 

alpha-Chlordane 

ND 

3.30 

gamma-Chlordane 

ND 

3.30 

Surrogate 

MS MS 

% Recovery Qualifier 

Limits 

Tetrachloro-m-xylene 

74 

45-119 

DCB Decachlorobiphenyl 

120 

27-136 


Client Sample ID: LCSD 720-88789/3-A 
Prep Type: Total/NA 
Prep Batch: 88789 

LCSD LCSD % Rec. RPD 

Result Qualifier Unit D % Rec Limits RPD Limit 


3.10 

ug/Kg 

93 

54-120 

3 

20 

3.03 

ug/Kg 

91 

40-120 

2 

20 

3.13 

ug/Kg 

94 

51 - 120 

8 

20 

3.01 

ug/Kg 

91 

40-120 

3 

20 

2.97 

ug/Kg 

89 

40-120 

5 

20 

3.07 

ug/Kg 

92 

40-120 

4 

20 

3.17 

ug/Kg 

95 

40-120 

0 

30 

3.03 

ug/Kg 

91 

40-120 

2 

20 

3.15 

ug/Kg 

95 

40-120 

2 

20 

3.06 

ug/Kg 

92 

58-120 

3 

20 

2.48 

ug/Kg 

75 

40-120 

6 

20 

3.36 

ug/Kg 

101 

40-120 

8 

20 

3.36 

ug/Kg 

101 

40-120 

3 

20 

3.03 

ug/Kg 

91 

40-120 

3 

20 

3.00 

ug/Kg 

90 

40-120 

3 

20 


MS 

Result 

MS 

Qualifier 

Unit 

Client Sample ID: RSA-SB-(6,1,2) 4-5 1 
Prep Type: Total/NA 
Prep Batch: 88789 

% Rec. 

D % Rec Limits 

2.52 


ug/Kg 

76 

53-120 

2.99 


ug/Kg 

90 

46-130 

3.46 


ug/Kg 

105 

40-120 

3.11 


ug/Kg 

94 

32 -143 

5.41 

F 

ug/Kg 

164 

40-120 

2.71 


ug/Kg 

82 

52-120 

2.86 


ug/Kg 

87 

40-120 

3.73 


ug/Kg 

113 

17-144 

3.70 


ug/Kg 

112 

40-120 

3.16 


ug/Kg 

96 

40-120 

2.83 


ug/Kg 

86 

40-120 

4.58 

F 

ug/Kg 

139 

40-120 

2.66 


ug/Kg 

81 

40-120 

3.05 


ug/Kg 

92 

40-120 

2.86 


ug/Kg 

87 

58-120 

2.91 


ug/Kg 

88 

40-120 

3.42 


ug/Kg 

103 

40-120 

3.44 


ug/Kg 

104 

40-120 

2.92 


ug/Kg 

88 

40-120 

2.87 


ug/Kg 

87 

40-120 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 8081A - Organochlorine Pesticides (GC) (Continued) 


Lab Sample ID: 720-34076-8 MSD 

Matrix: Solid 

Analysis Batch: 88844 

Sample Sample 

Analyte Result Qualifier 

Spike 

Added 

Aldrin 

ND 

3.32 

Dieldrin 

ND 

3.32 

Endrin aldehyde 

ND 

3.32 

Endrin 

ND 

3.32 

Endrin ketone 

ND 

3.32 

Heptachlor 

ND 

3.32 

Heptachlor epoxide 

ND 

3.32 

4,4'-DDT 

ND 

3.32 

4,4’-DDE 

ND 

3.32 

4,4'-DDD 

ND 

3.32 

Endosulfan 1 

ND 

3.32 

Endosulfan II 

ND 

3.32 

alpha-BHC 

ND 

3.32 

beta-BHC 

ND 

3.32 

gamma-BHC (Lindane) 

ND 

3.32 

delta-BHC 

ND 

3.32 

Endosulfan sulfate 

ND 

3.32 

Methoxychlor 

ND 

3.32 

alpha-Chlordane 

ND 

3.32 

gamma-Chlordane 

ND 

3.32 


MSD MSD 


Surrogate 

% Recovery Qualifier 

Limits 

Tetrachloro-m-xylene 

77 

45-119 

DCB Decachlorobiphenyl 

115 

27 - 136 


Client Sample ID: RSA-SB-(6,1,2) 4-5 1 


Prep Type: Total/NA 
Prep Batch: 88789 


MSD 

esult 

MSD 

Qualifier 

Unit 

D % Rec 

% Rec. 

Limits 

RPD 

RPD 

Limit 

2.48 


ug/Kg 

75 

53-120 

i 

20 

2.73 


ug/Kg 

82 

46-130 

9 

20 

3.39 


ug/Kg 

102 

40-120 

2 

20 

2.89 


ug/Kg 

87 

32 -143 

7 

20 

5.62 

F 

ug/Kg 

169 

40-120 

4 

20 

2.60 


ug/Kg 

78 

52-120 

4 

20 

2.66 


ug/Kg 

80 

40-120 

7 

20 

3.20 


ug/Kg 

96 

17-144 

15 

20 

2.82 

F 

ug/Kg 

85 

40-120 

27 

20 

2.86 


ug/Kg 

86 

40-120 

10 

20 

2.78 


ug/Kg 

84 

40-120 

2 

20 

2.96 

F 

ug/Kg 

89 

40-120 

43 

30 

2.63 


ug/Kg 

79 

40-120 

1 

20 

2.81 


ug/Kg 

85 

40-120 

8 

20 

2.77 


ug/Kg 

84 

58-120 

3 

20 

2.67 


ug/Kg 

80 

40-120 

9 

20 

3.02 


ug/Kg 

91 

40-120 

12 

20 

5.54 

F 

ug/Kg 

167 

40-120 

47 

20 

2.71 


ug/Kg 

82 

40-120 

7 

20 

2.65 


ug/Kg 

80 

40-120 

8 

20 


Method: 6010B - Metals (ICP) 


Lab Sample ID: MB 720-88415/1-A 
Matrix: Solid 

Analysis Batch: 88524 

Analyte 

MB MB 

Result Qualifier 

RL 

MDL Unit 

Client Sample ID: MB 720-88415/1-A 
Prep Type: Total/NA 
Prep Batch: 88415 

D Prepared Analyzed Dil Fac 

Antimony 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Arsenic 

ND 

1.0 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Barium 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Beryllium 

ND 

0.10 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Cadmium 

ND 

0.12 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Chromium 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Cobalt 

ND 

0.20 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Copper 

ND 

1.5 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Lead 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Molybdenum 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Nickel 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Selenium 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Silver 

ND 

0.25 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Thallium 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Vanadium 

ND 

0.50 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 

Zinc 

ND 

1.5 

mg/Kg 

03/25/11 18:52 

03/28/11 21:51 

1 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Lab Sample ID: LCS 720-88415/2-A 

Matrix: Solid 

Analysis Batch: 88524 

Analyte 

Spike 

Added 

LCS LCS 

Result Qualifier 

Unit 

Client Sample ID: LCS 720-88415/2-A 
Prep Type: Total/NA 
Prep Batch: 88415 

% Rec. 

D % Rec Limits 

Antimony 

50.0 

44.5 

mg/Kg 

89 

80-120 



Arsenic 

50.0 

45.1 

mg/Kg 

90 

80-120 



Barium 

50.0 

50.4 

mg/Kg 

101 

80-120 



Beryllium 

50.0 

53.3 

mg/Kg 

107 

80-120 



Cadmium 

50.0 

45.6 

mg/Kg 

91 

80-120 



Chromium 

50.0 

53.6 

mg/Kg 

107 

80-120 



Cobalt 

50.0 

47.2 

mg/Kg 

94 

80-120 



Copper 

50.0 

52.6 

mg/Kg 

105 

80-120 



Lead 

50.0 

49.6 

mg/Kg 

99 

80-120 



Molybdenum 

50.0 

49.6 

mg/Kg 

99 

80-120 



Nickel 

50.0 

49.1 

mg/Kg 

98 

80-120 



Selenium 

50.0 

45.9 

mg/Kg 

92 

80-120 



Silver 

25.0 

24.9 

mg/Kg 

100 

80-120 



Thallium 

50.0 

49.7 

mg/Kg 

99 

80-120 



Vanadium 

50.0 

49.6 

mg/Kg 

99 

80-120 



Zinc 

50.0 

45.9 

mg/Kg 

92 

80-120 



Lab Sample ID: LCSD 720-88415/3-A 




Client Sample ID: LCSD 720-88415/3-A 

Matrix: Solid 





Prep Type: Total/NA 

Analysis Batch: 88524 





Prep Batch: 

88415 


Spike 

LCSD LCSD 



% Rec. 


RPD 

Analyte 

Added 

Result Qualifier 

Unit 

D % Rec 

Limits 

RPD 

Limit 

Antimony 

50.0 

45.7 

mg/Kg 

91 

80-120 

3 

20 

Arsenic 

50.0 

46.1 

mg/Kg 

92 

80-120 

2 

20 

Barium 

50.0 

50.8 

mg/Kg 

102 

80-120 

1 

20 

Beryllium 

50.0 

53.6 

mg/Kg 

107 

80-120 

1 

20 

Cadmium 

50.0 

46.5 

mg/Kg 

93 

80-120 

2 

20 

Chromium 

50.0 

53.3 

mg/Kg 

107 

80-120 

1 

20 

Cobalt 

50.0 

48.0 

mg/Kg 

96 

80-120 

2 

20 

Copper 

50.0 

52.4 

mg/Kg 

105 

80-120 

0 

20 

Lead 

50.0 

50.1 

mg/Kg 

100 

80-120 

1 

20 

Molybdenum 

50.0 

50.2 

mg/Kg 

100 

80-120 

1 

20 

Nickel 

50.0 

49.7 

mg/Kg 

99 

80-120 

1 

20 

Selenium 

50.0 

46.6 

mg/Kg 

93 

80-120 

2 

20 

Silver 

25.0 

25.0 

mg/Kg 

100 

80-120 

0 

20 

Thallium 

50.0 

50.1 

mg/Kg 

100 

80-120 

1 

20 

Vanadium 

50.0 

49.9 

mg/Kg 

100 

80-120 

1 

20 

Zinc 

50.0 

46.8 

mg/Kg 

94 

80-120 

2 

20 

Lab Sample ID: LCSSRM 720-88415/25-A 



Client Sample ID: LCSSRM 720-88415/25-A 

Matrix: Solid 





Prep Type: Total/NA 

Analysis Batch: 88524 





Prep Batch: 

88415 


Spike 

LCSSRM LCSSRM 



% Rec. 



Analyte 

Added 

Result Qualifier 

Unit 

D % Rec 

Limits 



Antimony 

105 

59.8 

mg/Kg 

57 

11 - 101 



Arsenic 

79.4 

69.7 

mg/Kg 

88 

69-119 



Barium 

391 

343 

mg/Kg 

88 

61 - 117 



Beryllium 

304 

285 

mg/Kg 

94 

56-102 



Cadmium 

48.3 

40.4 

mg/Kg 

84 

67-118 



Chromium 

171 

160 

mg/Kg 

94 

67-121 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Lab Sample ID: LCSSRM 720-88415/25-A 
Matrix: Solid 
Analysis Batch: 88524 


Analyte 


Cobalt 

Copper 

Lead 

Molybdenum 

Nickel 

Selenium 

Silver 

Thallium 

Vanadium 

Zinc 

Lab Sample ID: 720-34114-A-5-J MS 
Matrix: Solid 

Analysis Batch: 88603 

Analyte 

Sample 

Result 

Antimony 

0.56 

Arsenic 

4.4 

Barium 

120 

Beryllium 

0.30 

Cadmium 

0.35 

Chromium 

32 

Cobalt 

6.4 

Copper 

33 

Lead 

17 

Molybdenum 

0.52 

Nickel 

29 

Selenium 

ND 

Silver 

0.48 

Thallium 

ND 

Vanadium 

28 

Zinc 

61 

Lab Sample ID: 720-34114-A-5-K MSD 
Matrix: Solid 

Analysis Batch: 88603 

Sample 

Analyte 

Result 

Antimony 

0.56 

Arsenic 

4.4 

Barium 

120 

Beryllium 

0.30 

Cadmium 

0.35 

Chromium 

32 

Cobalt 

6.4 

Copper 

33 

Lead 

17 

Molybdenum 

0.52 

Nickel 

29 

Selenium 

ND 


Spike 

LCSSRM 

LCSSRM 

Added 

Result 

Qualifier 

59.2 

51.7 


327 

320 


181 

157 


156 

145 


76.0 

66.2 


76.9 

64.9 


29.1 

27.1 


192 

166 


213 

195 


256 

216 



Sample 

Qualifier 

Spike 

Added 

MS MS 

Result Qualifier 


47.6 

12.2 F 


47.6 

38.7 F 


47.6 

153 


47.6 

36.3 


47.6 

33.1 F 


47.6 

69.6 


47.6 

39.9 F 


47.6 

68.8 


47.6 

50.9 F 


47.6 

32.7 F 


47.6 

61.2 F 


47.6 

34.2 F 


23.8 

20.6 


47.6 

32.9 F 


47.6 

66.3 


47.6 

91.1 F 


Sample 

Qualifier 

Spike 

Added 

MSD MSD 

Result Qualifier 


45.5 

12.7 F 


45.5 

37.9 F 


45.5 

170 


45.5 

34.9 


45.5 

30.9 F 


45.5 

69.7 


45.5 

37.5 F 


45.5 

71.9 


45.5 

52.2 


45.5 

31.3 F 


45.5 

59.5 F 


45.5 

32.2 F 


Client Sample ID: LCSSRM 720-88415/25-A 
Prep Type: Total/NA 
Prep Batch: 88415 

% Rec. 


Unit 

D 

% Rec 

Limits 


mg/Kg 


87 

64-133 


mg/Kg 


98 

68-126 


mg/Kg 


87 

62-113 


mg/Kg 


93 

62-128 


mg/Kg 


87 

65-117 


mg/Kg 


84 

63-126 


mg/Kg 


93 

51 - 130 


mg/Kg 


87 

64-124 


mg/Kg 


92 

67-123 


mg/Kg 


84 

62-110 



Client Sample ID: 720-34114-A-5-J MS 




Prep Type: Total/NA 




Prep Batch: 

88415 




% Rec. 


Unit 

D 

% Rec 

Limits 


mg/Kg 


24 

75-125 


mg/Kg 


72 

75-125 


mg/Kg 


75 

75-125 


mg/Kg 


76 

75-125 


mg/Kg 


69 

75-125 


mg/Kg 


79 

75-125 


mg/Kg 


70 

75-125 


mg/Kg 


75 

75-125 


mg/Kg 


71 

75-125 


mg/Kg 


68 

75-125 


mg/Kg 


68 

75-125 


mg/Kg 


71 

75-125 


mg/Kg 


85 

75-125 


mg/Kg 


69 

75-125 


mg/Kg 


81 

75-125 


mg/Kg 


64 

75-125 


Client Sample ID: 720-34114-A-5-K MSD 




Prep Type: Total/NA 




Prep Batch: 

88415 




% Rec. 

RPD 

Unit 

D 

% Rec 

Limits RPD 

Limit 

mg/Kg 


27 

75- 125 4 

20 

mg/Kg 


74 

75- 125 2 

20 

mg/Kg 


116 

75- 125 11 

20 

mg/Kg 


76 

75- 125 4 

20 

mg/Kg 


67 

75- 125 7 

20 

mg/Kg 


83 

75- 125 0 

20 

mg/Kg 


68 

75- 125 6 

20 

mg/Kg 


86 

75- 125 5 

20 

mg/Kg 


77 

75- 125 2 

20 

mg/Kg 


68 

75- 125 4 

20 

mg/Kg 


67 

75- 125 3 

20 

mg/Kg 


70 

75- 125 6 

20 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Lab Sample ID: 720-34114-A-5-K MSD 
Matrix: Solid 

Analysis Batch: 88603 

Sample 

Analyte Result 

Sample 

Qualifier 

Spike 

Added 


MSD 

Result 

MSD 

Qualifier 

Unit 

Client Sample ID 

D % Rec 

720-34114-A-5-K MSD 
Prep Type: Total/NA 
Prep Batch: 88415 

% Rec. RPD 

Limits RPD Limit 

Silver 

0.48 



22.7 


20.0 


mg/Kg 

86 

75- 125 3 20 

Thallium 

ND 



45.5 


30.8 

F 

mg/Kg 

67 

75- 125 7 20 

Vanadium 

28 



45.5 


67.5 


mg/Kg 

87 

75- 125 2 20 

Zinc 

61 



45.5 


101 


mg/Kg 

89 

75- 125 11 20 

Lab Sample ID: MB 720-88474/1-A 









Client Sample ID: MB 720-88474/1-A 

Matrix: Solid 










Prep Type: Total/NA 

Analysis Batch: 88553 










Prep Batch: 88474 



MB 

MB 








Analyte 

Result 

Qualifier 


RL 

MDL Unit 


D Prepared 

Analyzed Dil Fac 

Antimony 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Arsenic 


ND 



1.0 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Barium 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Beryllium 


ND 



0.10 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Cadmium 


ND 



0.12 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Chromium 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Cobalt 


ND 



0.20 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Copper 


ND 



1.5 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Lead 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Molybdenum 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Nickel 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Selenium 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Silver 


ND 



0.25 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Thallium 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Vanadium 


ND 



0.50 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Zinc 


ND 



1.5 


mg/Kg 


03/28/11 11:14 

03/29/11 12:03 1 

Lab Sample ID: LCS 720-88474/2-A 









Client Sample ID: LCS 720-88474/2-A 

Matrix: Solid 










Prep Type: Total/NA 

Analysis Batch: 88553 










Prep Batch: 88474 





Spike 


LCS 

LCS 



% Rec. 

Analyte 




Added 


Result 

Qualifier 

Unit 

D % Rec 

Limits 

Antimony 




50.0 


44.2 


mg/Kg 

88 

80-120 

Arsenic 




50.0 


46.0 


mg/Kg 

92 

80-120 

Barium 




50.0 


48.2 


mg/Kg 

96 

80-120 

Beryllium 




50.0 


48.9 


mg/Kg 

98 

80-120 

Cadmium 




50.0 


46.1 


mg/Kg 

92 

80-120 

Chromium 




50.0 


48.7 


mg/Kg 

97 

80-120 

Cobalt 




50.0 


47.3 


mg/Kg 

95 

80-120 

Copper 




50.0 


48.5 


mg/Kg 

97 

80-120 

Lead 




50.0 


48.2 


mg/Kg 

96 

80-120 

Molybdenum 




50.0 


48.2 


mg/Kg 

96 

80-120 

Nickel 




50.0 


47.8 


mg/Kg 

96 

80-120 

Selenium 




50.0 


45.6 


mg/Kg 

91 

80-120 

Silver 




25.0 


23.6 


mg/Kg 

94 

80-120 

Thallium 




50.0 


48.2 


mg/Kg 

96 

80-120 

Vanadium 




50.0 


47.6 


mg/Kg 

95 

80-120 

Zinc 




50.0 


46.0 


mg/Kg 

92 

80-120 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Lab Sample ID: LCSD 720-88474/3-A 
Matrix: Solid 
Analysis Batch: 88553 


Spike 

Analyte Added 

Antimony 50.0 

Arsenic 50.0 

Barium 50.0 

Beryllium 50.0 

Cadmium 50.0 

Chromium 50.0 

Cobalt 50.0 

Copper 50.0 

Lead 50.0 

Molybdenum 50.0 

Nickel 50.0 

Selenium 50.0 

Silver 25.0 

Thallium 50.0 

Vanadium 50.0 

Zinc 50.0 


Lab Sample ID: LCSSRM 720-88474/25-A 
Matrix: Solid 
Analysis Batch: 88553 


Spike 

Analyte Added 

Antimony 105 

Arsenic 79.4 

Barium 391 

Beryllium 304 

Cadmium 48.3 

Chromium 171 

Cobalt 59.2 

Copper 327 

Lead 181 

Molybdenum 156 

Nickel 76.0 

Selenium 76.9 

Silver 29.1 

Thallium 192 

Vanadium 213 

Zinc 256 


Lab Sample ID: 720-34076-33 MS 
Matrix: Solid 
Analysis Batch: 88604 


Analyte 

Sample Sample 

Result Qualifier 

Spike 

Added 

Antimony 

1.3 

47.6 

Arsenic 

2.2 

47.6 

Barium 

160 

47.6 

Beryllium 

ND 

47.6 

Cadmium 

0.46 

47.6 

Chromium 

80 

47.6 


Client Sample ID: LCSD 720-88474/3-A 
Prep Type: Total/NA 






Prep Batch: 

88474 

LCSD 

LCSD 



% Rec. 


RPD 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

RPD 

Limit 

44.9 


mg/Kg 

90 

80-120 

i 

20 

46.0 


mg/Kg 

92 

80-120 

0 

20 

48.4 


mg/Kg 

97 

80-120 

1 

20 

49.4 


mg/Kg 

99 

80-120 

1 

20 

46.1 


mg/Kg 

92 

80-120 

0 

20 

49.4 


mg/Kg 

99 

80-120 

1 

20 

47.3 


mg/Kg 

95 

80-120 

0 

20 

49.1 


mg/Kg 

98 

80-120 

1 

20 

48.3 


mg/Kg 

97 

80-120 

0 

20 

48.5 


mg/Kg 

97 

80-120 

1 

20 

47.9 


mg/Kg 

96 

80-120 

0 

20 

45.6 


mg/Kg 

91 

80-120 

0 

20 

23.8 


mg/Kg 

95 

80-120 

1 

20 

48.0 


mg/Kg 

96 

80-120 

0 

20 

48.2 


mg/Kg 

96 

80-120 

1 

20 

46.2 


mg/Kg 

92 

80-120 

0 

20 



Client Sample ID: LCSSRM 720-88474/25-A 





Prep Type: Total/NA 





Prep Batch: 

88474 

LCSSRM 

LCSSRM 



% Rec. 



Result 

Qualifier 

Unit 

D % Rec 

Limits 



64.1 


mg/Kg 

61 

11 - 101 



72.7 


mg/Kg 

92 

69-119 



329 


mg/Kg 

84 

61 - 117 



265 


mg/Kg 

87 

56-102 



41.6 


mg/Kg 

86 

67-118 



147 


mg/Kg 

86 

67-121 



52.8 


mg/Kg 

89 

64-133 



286 


mg/Kg 

87 

68-126 



155 


mg/Kg 

85 

62-113 



143 


mg/Kg 

92 

62-128 



65.4 


mg/Kg 

86 

65-117 



66.4 


mg/Kg 

86 

63-126 



25.7 


mg/Kg 

88 

51 - 130 



163 


mg/Kg 

85 

64-124 



190 


mg/Kg 

89 

67-123 



223 


mg/Kg 

87 

62-110 






Client Sample ID: RSA-SB-(7,8) 1' 





Prep Type: Total/NA 





Prep Batch: 

88474 

MS 

MS 



% Rec. 



Result 

Qualifier 

Unit 

D % Rec 

Limits 



10.3 

F 

mg/Kg 

19 

75-125 



29.1 

F 

mg/Kg 

56 

75-125 



168 

F 

mg/Kg 

16 

75-125 



30.8 

F 

mg/Kg 

65 

75-125 



27.6 

F 

mg/Kg 

57 

75-125 



114 

F 

mg/Kg 

73 

75-125 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Lab Sample ID: 720-34076-33 MS 
Matrix: Solid 

Analysis Batch: 88604 

Analyte 

Sample 

Result 

Sample 

Qualifier 

Spike 

Added 

MS 

Result 

MS 

Qualifier 

Unit 

Client Sample ID: RSA-SB-(7,8) V 
Prep Type: Total/NA 
Prep Batch: 88474 

% Rec. 

D % Rec Limits 

Cobalt 

14 


47.6 

40.6 

F 


mg/Kg 

57 

75-125 


Copper 

32 


47.6 

63.1 

F 


mg/Kg 

66 

75-125 


Lead 

4.1 


47.6 

31.3 

F 


mg/Kg 

57 

75-125 


Molybdenum 

ND 


47.6 

25.4 

F 


mg/Kg 

53 

75-125 


Nickel 

57 


47.6 

84.3 

F 


mg/Kg 

58 

75-125 


Selenium 

ND 


47.6 

26.7 

F 


mg/Kg 

55 

75-125 


Silver 

ND 


23.8 

17.1 

F 


mg/Kg 

72 

75-125 


Thallium 

0.96 


47.6 

28.3 

F 


mg/Kg 

57 

75-125 


Vanadium 

64 


47.6 

91.2 

F 


mg/Kg 

58 

75-125 


Zinc 

40 


47.6 

63.4 

F 


mg/Kg 

49 

75-125 


Lab Sample ID: 720-34076-33 MSD 








Client Sample ID: RSA-SB-(7,8) V 

Matrix: Solid 









Prep Type: Total/NA 

Analysis Batch: 88604 









Prep Batch: 

88474 


Sample 

Sample 

Spike 

MSD 

MSD 



% Rec. 

RPD 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits RPD 

Limit 

Antimony 

1.3 


43.5 

8.94 

F 


mg/Kg 

18 

75- 125 14 

20 

Arsenic 

2.2 


43.5 

26.2 

F 


mg/Kg 

55 

75- 125 10 

20 

Barium 

160 


43.5 

163 

F 


mg/Kg 

6 

75- 125 3 

20 

Beryllium 

ND 


43.5 

27.2 

F 


mg/Kg 

63 

75- 125 12 

20 

Cadmium 

0.46 


43.5 

24.6 

F 


mg/Kg 

55 

75- 125 12 

20 

Chromium 

80 


43.5 

110 

F 


mg/Kg 

69 

75- 125 4 

20 

Cobalt 

14 


43.5 

37.2 

F 


mg/Kg 

54 

75- 125 9 

20 

Copper 

32 


43.5 

58.2 

F 


mg/Kg 

61 

75- 125 8 

20 

Lead 

4.1 


43.5 

27.7 

F 


mg/Kg 

54 

75- 125 12 

20 

Molybdenum 

ND 


43.5 

22.3 

F 


mg/Kg 

51 

75- 125 13 

20 

Nickel 

57 


43.5 

82.1 

F 


mg/Kg 

58 

75- 125 3 

20 

Selenium 

ND 


43.5 

23.7 

F 


mg/Kg 

54 

75- 125 12 

20 

Silver 

ND 


21.7 

15.3 

F 


mg/Kg 

70 

75- 125 12 

20 

Thallium 

0.96 


43.5 

24.9 

F 


mg/Kg 

55 

75- 125 13 

20 

Vanadium 

64 


43.5 

87.2 

F 


mg/Kg 

54 

75- 125 4 

20 

Zinc 

40 


43.5 

59.0 

F 


mg/Kg 

43 

75- 125 7 

20 

Lab Sample ID: MB 720-88755/1-A 








Client Sample ID: MB 720-88755/1-A 

Matrix: Solid 








Prep Type: Total Recoverable 

Analysis Batch: 88849 









Prep Batch: 

88755 



MB MB 









Analyte 

Result Qualifier 

RL 

MDL 

Unit 

D 

Prepared 

Analyzed 

Dil Fac 

Antimony 


ND 

0.020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Arsenic 


ND 

0.010 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Barium 


ND 

0.020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Beryllium 


ND 

0.0020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Cadmium 


ND 

0.0020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Chromium 


ND 

0.010 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Cobalt 


ND 

0.0020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Copper 


ND 

0.020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Lead 


ND 

0.0050 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Molybdenum 


ND 

0.010 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Nickel 


ND 

0.020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 

Selenium 


ND 

0.020 



mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B - Metals (ICP) (Continued) 


Client Sample ID: MB 720-88755/1-A 
Prep Type: Total Recoverable 
Prep Batch: 88755 


Lab Sample ID: MB 720-88755/1-A 
Matrix: Solid 
Analysis Batch: 88849 


Analyte 

MB MB 

Result Qualifier 

RL 

Silver 

ND 

0.0050 

Thallium 

ND 

0.010 

Vanadium 

ND 

0.010 

Zinc 

ND 

0.020 


Lab Sample ID: LCS 720-88755/2-A 
Matrix: Solid 
Analysis Batch: 88849 


Spike 

Analyte Added 

Antimony 1.00 

Arsenic 1.00 

Barium 1.00 

Beryllium 1.00 

Cadmium 1.00 

Chromium 1.00 

Cobalt 1.00 

Copper 1.00 

Lead 1.00 

Molybdenum 1.00 

Nickel 1.00 

Selenium 1.00 

Silver 0.500 

Thallium 1.00 

Vanadium 1.00 

Zinc 1.00 


Lab Sample ID: LCSD 720-88755/3-A 
Matrix: Solid 
Analysis Batch: 88849 


Spike 

Analyte Added 

Antimony 1.00 

Arsenic 1.00 

Barium 1.00 

Beryllium 1.00 

Cadmium 1.00 

Chromium 1.00 

Cobalt 1.00 

Copper 1.00 

Lead 1.00 

Molybdenum 1.00 

Nickel 1.00 

Selenium 1.00 

Silver 0.500 

Thallium 1.00 

Vanadium 1.00 

Zinc 1.00 


MDL Unit 


D Prepared 

Analyzed 

Dil Fac 


mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 


mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 


mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 


mg/L 


04/01/11 08:29 

04/02/11 09:55 

i 




Client Sample ID: LCS 720-88755/2-A 




Prep Type: Total Recoverable 





Prep Batch: 

88755 

LCS 

LCS 



% Rec. 


Result 

Qualifier 

Unit 

D % Rec 

Limits 


0.987 


mg/L 

99 

80-120 


0.994 


mg/L 

99 

80-120 


0.996 


mg/L 

100 

80-120 


1.00 


mg/L 

100 

80-120 


1.01 


mg/L 

101 

80-120 


0.985 


mg/L 

99 

80-120 


1.01 


mg/L 

101 

80-120 


0.995 


mg/L 

100 

80-120 


1.01 


mg/L 

101 

80-120 


0.991 


mg/L 

99 

80-120 


1.00 


mg/L 

100 

80-120 


0.994 


mg/L 

99 

80-120 


0.499 


mg/L 

100 

80-120 


1.01 


mg/L 

101 

80-120 


0.989 


mg/L 

99 

80-120 


1.00 


mg/L 

100 

80-120 





Client Sample ID: LCSD 720-88755/3-A 




Prep Type: Total Recoverable 





Prep Batch: 

88755 

LCSD 

LCSD 



% Rec. 

RPD 

Result 

Qualifier 

Unit 

D % Rec 

Limits RPD 

Limit 

0.982 


mg/L 

98 

80- 120 1 

20 

0.982 


mg/L 

98 

80- 120 1 

20 

0.973 


mg/L 

97 

80- 120 2 

20 

0.980 


mg/L 

98 

80- 120 2 

20 

0.993 


mg/L 

99 

80- 120 1 

20 

0.989 


mg/L 

99 

80- 120 0 

20 

1.01 


mg/L 

101 

80- 120 0 

20 

1.00 


mg/L 

100 

80- 120 1 

20 

1.01 


mg/L 

101 

80- 120 0 

20 

1.02 


mg/L 

102 

80- 120 3 

20 

1.01 


mg/L 

101 

80- 120 0 

20 

0.971 


mg/L 

97 

80- 120 2 

20 

0.486 


mg/L 

97 

80- 120 3 

20 

1.01 


mg/L 

101 

80- 120 0 

20 

0.990 


mg/L 

99 

80- 120 0 

20 

0.991 


mg/L 

99 

80- 120 1 

20 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 6010B 

- Metals (ICP) (Continued) 








Lab Sample ID: 720-34076-4 MS 






Client Sample ID: RSA-SB-(6,1,2) V 

Matrix: Solid 








Prep Type: STLC Citrate 

Analysis Batch: 88849 







Prep Batch: 

88755 



Sample 

Sample 

Spike 

MS MS 



% Rec. 



Analyte 


Result 

Qualifier 

Added 

Result Qualifier 

Unit 

D % Rec 

Limits 



Antimony 


ND 


10.0 

9.67 

mg/L 

97 

75-125 



Arsenic 


ND 


10.0 

9.95 

mg/L 

99 

75-125 



Barium 


8.7 

B 

10.0 

17.6 

mg/L 

89 

75-125 



Beryllium 


ND 


10.0 

9.16 

mg/L 

92 

75-125 



Cadmium 


ND 


10.0 

9.21 

mg/L 

92 

75-125 



Chromium 


0.15 


10.0 

9.34 

mg/L 

92 

75-125 



Cobalt 


0.57 


10.0 

9.61 

mg/L 

90 

75-125 



Copper 


0.41 


10.0 

9.64 

mg/L 

92 

75-125 



Lead 


0.068 


10.0 

8.92 

mg/L 

89 

75-125 



Molybdenum 


ND 


10.0 

9.79 

mg/L 

97 

75-125 



Nickel 


1.9 


10.0 

10.7 

mg/L 

88 

75-125 



Selenium 


ND 


10.0 

9.93 

mg/L 

99 

75-125 



Silver 


ND 


5.00 

4.75 

mg/L 

95 

75-125 



Thallium 


ND 


10.0 

8.40 

mg/L 

84 

75-125 



Vanadium 


0.55 


10.0 

10.0 

mg/L 

95 

75-125 



Zinc 


0.47 


10.0 

9.71 

mg/L 

92 

75-125 



Lab Sample ID: 720-34076-4 MSD 






Client Sample ID: RSA-SB-(6,1,2) V 

Matrix: Solid 








Prep Type: STLC Citrate 

Analysis Batch: 88849 







Prep Batch: 

88755 



Sample 

Sample 

Spike 

MSD MSD 



% Rec. 


RPD 

Analyte 


Result 

Qualifier 

Added 

Result Qualifier 

Unit 

D % Rec 

Limits 

RPD 

Limit 

Antimony 


ND 


10.0 

9.79 

mg/L 

98 

75-125 

i 

20 

Arsenic 


ND 


10.0 

10.2 

mg/L 

101 

75-125 

2 

20 

Barium 


8.7 

B 

10.0 

18.3 

mg/L 

96 

75-125 

4 

20 

Beryllium 


ND 


10.0 

9.32 

mg/L 

93 

75-125 

2 

20 

Cadmium 


ND 


10.0 

9.34 

mg/L 

93 

75-125 

1 

20 

Chromium 


0.15 


10.0 

9.54 

mg/L 

94 

75-125 

2 

20 

Cobalt 


0.57 


10.0 

9.76 

mg/L 

92 

75-125 

2 

20 

Copper 


0.41 


10.0 

9.81 

mg/L 

94 

75-125 

2 

20 

Lead 


0.068 


10.0 

9.03 

mg/L 

90 

75-125 

1 

20 

Molybdenum 


ND 


10.0 

9.91 

mg/L 

99 

75-125 

1 

20 

Nickel 


1.9 


10.0 

10.9 

mg/L 

90 

75-125 

2 

20 

Selenium 


ND 


10.0 

10.2 

mg/L 

102 

75-125 

3 

20 

Silver 


ND 


5.00 

4.87 

mg/L 

97 

75-125 

3 

20 

Thallium 


ND 


10.0 

8.55 

mg/L 

85 

75-125 

2 

20 

Vanadium 


0.55 


10.0 

10.3 

mg/L 

97 

75-125 

2 

20 

Zinc 


0.47 


10.0 

9.90 

mg/L 

94 

75-125 

2 

20 

Method: 7470A 

- Mercury (CVAA) 










Lab Sample ID: MB 720-88769/1-A 




Client Sample ID: MB 720-88769/1-A 

Matrix: Solid 





Prep Type: Total/NA 

Analysis Batch: 88823 

MB MB 




Prep Batch: 88769 

Analyte 

Result Qualifier 

RL 

MDL Unit 

D Prepared 

Analyzed Dil Fac 

Mercury 

ND 

0.00020 

mg/L 

04/01/11 10:27 

04/01/11 18:08 1 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 7470A - Mercury (CVAA) (Continued) 

Client Sample ID: LCS 720-88769/2-A 
Prep Type: Total/NA 
Prep Batch: 88769 

Spike LCS LCS % Rec. 

Added Result Qualifier Unit D % Rec Limits 

Mercury 0.0100 0.0108 mg/L 108 80- 120 

Lab Sample ID: LCSD 720-88769/3-A 
Matrix: Solid 
Analysis Batch: 88823 

Analyte 

Mercury 


Lab Sample ID: 720-34076-4 MS 
Matrix: Solid 

Analysis Batch: 88826 

Analyte 

Sample Sample 

Result Qualifier 

Spike 

Added 

MS MS 

Result Qualifier 

Unit 

Client Sample ID: RSA-SB-(6,1,2) V 
Prep Type: STLC Citrate 
Prep Batch: 88769 

% Rec. 

D % Rec Limits 

Mercury 

0.0013 

0.0500 

0.0448 

mg/L 

87 75- 125 

Lab Sample ID: 720-34076-4 MSD 
Matrix: Solid 

Analysis Batch: 88826 

Analyte 

Sample Sample 

Result Qualifier 

Spike 

Added 

MSD MSD 

Result Qualifier 

Unit 

Client Sample ID: RSA-SB-(6,1,2) V 
Prep Type: STLC Citrate 
Prep Batch: 88769 

% Rec. RPD 

D % Rec Limits RPD Limit 

Mercury 

0.0013 

0.0500 

0.0475 

mg/L 

92 75- 125 6 20 


Method: 7471A - Mercury (CVAA) 

Lab Sample ID: MB 720-88500/1-A 
Matrix: Solid 
Analysis Batch: 88555 

MB MB 

Analyte Result Qualifier RL 

Mercury ND 0.010 


Lab Sample ID: LCS 720-88500/2-A 

Matrix: Solid 

Analysis Batch: 88555 

Analyte 

Spike 

Added 

LCS 

Result 

LCS 

Qualifier 

Unit 

Client Sample 

D % Rec 

ID: LCS 720-88500/2-A 
Prep Type: Total/NA 
Prep Batch: 88500 

% Rec. 

Limits 

Mercury 

0.833 

0.867 


mg/Kg 

104 

80-120 

Lab Sample ID: LCSD 720-88500/3-A 

Matrix: Solid 

Analysis Batch: 88555 

Analyte 

Spike 

Added 

LCSD 

Result 

LCSD 

Qualifier 

Unit 

Client Sample ID: LCSD 720-88500/3-A 
Prep Type: Total/NA 
Prep Batch: 88500 

% Rec. RPD 

D % Rec Limits RPD Limit 

Mercury 

0.833 

0.892 


mg/Kg 

107 

80- 120 3 20 


Client Sample ID: MB 720-88500/1-A 
Prep Type: Total/NA 
Prep Batch: 88500 

MDL Unit D Prepared Analyzed Dil Fac 

mg/Kg 03/28/11 17:06 03/29/11 13:25 T 


Spike 

Added 

LCSD LCSD 

Result Qualifier 

Unit 

Client Sample 

D % Rec 

ID: LCSD 720-88769/3-A 
Prep Type: Total/NA 
Prep Batch: 88769 

% Rec. RPD 

Limits RPD Limit 

0.0100 

0.0107 

mg/L 

107 

80- 120 0 20 


Lab Sample ID: LCS 720-88769/2-A 
Matrix: Solid 
Analysis Batch: 88823 

Analyte 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 7471A - Mercury (CVAA) (Continued) 


Lab Sample ID: 720-34171-A-5-B MS 







Client Sample ID: 720-34171-A-5-B MS 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 88555 








Prep Batch: 88500 


Sample 

Sample 

Spike 

MS 

MS 



% Rec. 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Mercury 

0.095 


0.714 

0.964 


mg/Kg 

122 

75-125 

Lab Sample ID: 720-34171-A-5-C MSD 






Client Sample ID: 720-34171-A-5-C MSD 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 88555 








Prep Batch: 88500 


Sample 

Sample 

Spike 

MSD 

MSD 



% Rec. RPD 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits RPD Limit 

Mercury 

0.095 


0.746 

1.00 


mg/Kg 

121 

75-125 4 20 

Method: 7196A - Chromium, Hexavalent 

Lab Sample ID: MB 500-108875/1-A 







Client Sample ID: MB 500-108875/1-A 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 109044 


MB MB 






Prep Batch: 108875 

Analyte 

Result Qualifier 

RL 

MDL Unit 


D Prepared 

Analyzed Dil Fac 

Chromium, hexavalent 


ND 

1.0 


mg/Kg 


03/29/11 10:20 

03/30/11 08:52 1 

Lab Sample ID: LCS 500-108875/2-A 







Client Sample 

ID: LCS 500-108875/2-A 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 109044 








Prep Batch: 108875 




Spike 

LCS 

LCS 



% Rec. 

Analyte 



Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Chromium, hexavalent 



10.0 

8.84 


mg/Kg 

88 

80-120 

Lab Sample ID: LCS 500-108875/3-A 







Client Sample 

ID: LCS 500-108875/3-A 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 109044 








Prep Batch: 108875 




Spike 

LCS 

LCS 



% Rec. 

Analyte 



Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Chromium, hexavalent 



837 

765 


mg/Kg 

91 

80-120 

Lab Sample ID: 720-34076-22 MS 







Client Sample ID: RSA-SB-(5,3,4) 4-5 1 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 109044 








Prep Batch: 108875 


Sample 

Sample 

Spike 

MS 

MS 



% Rec. 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Chromium, hexavalent 

ND 


19.4 

16.3 


mg/Kg 

84 

75-125 

Lab Sample ID: 720-34076-22 MS 







Client Sample ID: RSA-SB-(5,3,4) 4-5 1 

Matrix: Solid 








Prep Type: Total/NA 

Analysis Batch: 109044 








Prep Batch: 108875 


Sample 

Sample 

Spike 

MS 

MS 



% Rec. 

Analyte 

Result 

Qualifier 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

Chromium, hexavalent 

ND 


656 

925 

F 

mg/Kg 

141 

75-125 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Quality Control Data 


TestAmerica Job ID: 720-34076-1 


Method: 7196A - Chromium, Hexavalent (Continued) 


Lab Sample ID: 720-34076-22 MSD 
Matrix: Solid 
Analysis Batch: 109044 

Sample Sample 

Analyte Result Qualifier 

Chromium, hexavalent ND 

Lab Sample ID: 720-34076-22 MSD 
Matrix: Solid 
Analysis Batch: 109044 

Sample Sample 

Analyte Result Qualifier 

Chromium, hexavalent ND 






Client Sample ID: RSA-SB-(5,3,4) 4-5' 

Spike 

Added 

MSD 

Result 

MSD 

Qualifier 

Unit 

D % Rec 

Prep Type: Total/NA 
Prep Batch: 108875 

% Rec. RPD 

Limits RPD Limit 

19.7 

13.7 

F 

mg/Kg 

70 

75-125 17 30 


Client Sample ID: RSA-SB-(5,3,4) 4-5' 
Prep Type: Total/NA 
Prep Batch: 108875 


Spike 

MSD 

MSD 



% Rec. 


RPD 

Added 

Result 

Qualifier 

Unit 

D % Rec 

Limits 

RPD 

Limit 

892 

1590 

F 

mg/Kg 

179 

75-125 

53 

30 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


GC Semi VOA 

Prep Batch: 88633 


Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88633/1-A 

MB 720-88633/1-A 

Silica Gel Cleanup 

Solid 

3546 


720-34076-4 

RSA-SB-(6,1,2) 1' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-11 

RSA-SB-(1,2) 9-10’ 

Silica Gel Cleanup 

Solid 

3546 


720-34076-14 

RSA-SB-(1,2) 14-15' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-18 

RSA-SB-(5,3,4) 1' 

Silica Gel Cleanup 

Solid 

3546 


LCS 720-88633/2-A 

LCS 720-88633/2-A 

Silica Gel Cleanup 

Solid 

3546 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Silica Gel Cleanup 

Solid 

3546 


LCSD 720-88633/3-A 

LCSD 720-88633/3-A 

Silica Gel Cleanup 

Solid 

3546 


720-33983-A-17-B MS 

720-33983-A-17-B MS 

Silica Gel Cleanup 

Solid 

3546 


720-33983-A-17-C MSD 

720-33983-A-17-C MSD 

Silica Gel Cleanup 

Solid 

3546 


Analysis Batch: 88664 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

LCSD 720-88633/3-A 

LCSD 720-88633/3-A 

Silica Gel Cleanup 

Solid 

8015B 

88633 

MB 720-88633/1-A 

MB 720-88633/1-A 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-33983-A-17-B MS 

720-33983-A-17-B MS 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-33983-A-17-C MSD 

720-33983-A-17-C MSD 

Silica Gel Cleanup 

Solid 

8015B 

88633 

LCS 720-88633/2-A 

LCS 720-88633/2-A 

Silica Gel Cleanup 

Solid 

8015B 

88633 

Prep Batch: 88705 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88705/1-A 

MB 720-88705/1-A 

Silica Gel Cleanup 

Solid 

3546 


720-34207-A-3-C MS 

720-34207-A-3-C MS 

Silica Gel Cleanup 

Solid 

3546 


720-34207-A-3-D MSD 

720-34207-A-3-D MSD 

Silica Gel Cleanup 

Solid 

3546 


LCS 720-88705/2-A 

LCS 720-88705/2-A 

Silica Gel Cleanup 

Solid 

3546 


LCSD 720-88705/3-A 

LCSD 720-88705/3-A 

Silica Gel Cleanup 

Solid 

3546 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-33 

RSA-SB-(7,8) 1' 

Silica Gel Cleanup 

Solid 

3546 


720-34076-36 

RSA-SB-(7,8) 4-5’ 

Silica Gel Cleanup 

Solid 

3546 


720-34076-39 

RSA-SB-(7,8) 9-10’ 

Silica Gel Cleanup 

Solid 

3546 


720-34076-42 

RSA-SB-(8,7) 14-15' 

Silica Gel Cleanup 

Solid 

3546 


Analysis Batch: 88742 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

LCS 720-88705/2-A 

LCS 720-88705/2-A 

Silica Gel Cleanup 

Solid 

8015B 

88705 

LCSD 720-88705/3-A 

LCSD 720-88705/3-A 

Silica Gel Cleanup 

Solid 

8015B 

88705 

MB 720-88705/1-A 

MB 720-88705/1-A 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Silica Gel Cleanup 

Solid 

8015B 

88705 

Analysis Batch: 88754 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-34076-11 

RSA-SB-(1,2) 9-10' 

Silica Gel Cleanup 

Solid 

8015B 

88633 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Silica Gel Cleanup 

Solid 

8015B 

88633 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


GC Semi VOA (Continued) 





Prep Batch: 88789 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88789/1-A 

MB 720-88789/1-A 

Total/NA 

Solid 

3546 


720-34076-18 

RSA-SB-(5,3,4) 1’ 

Total/NA 

Solid 

3546 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3546 


720-34076-26 

RSA-SB-(5,3 4) 9-10' 

Total/NA 

Solid 

3546 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

3546 


720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

3546 


720-34076-36 

RSA-SB-(7,8) 4-5' 

Total/NA 

Solid 

3546 


720-34076-39 

RSA-SB-(7,8) 9-10' 

Total/NA 

Solid 

3546 


720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

3546 


LCS 720-88789/2-A 

LCS 720-88789/2-A 

Total/NA 

Solid 

3546 


LCSD 720-88789/3-A 

LCSD 720-88789/3-A 

Total/NA 

Solid 

3546 


720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

3546 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

3546 


720-34076-8 MS 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

3546 


720-34076-8 MSD 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

3546 


720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

3546 


720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

3546 


Analysis Batch: 88844 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

LCSD 720-88789/3-A 

LCSD 720-88789/3-A 

Total/NA 

Solid 

8081A 

88789 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

8081A 

88789 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

8081A 

88789 

720-34076-8 MS 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

8081A 

88789 

720-34076-8 MSD 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

8081A 

88789 

720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

8081A 

88789 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

8081A 

88789 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

8081A 

88789 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

8081A 

88789 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

8081A 

88789 

720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

8081A 

88789 

720-34076-36 

RSA-SB-(7,8) 4-5' 

Total/NA 

Solid 

8081A 

88789 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

8081A 

88789 

MB 720-88789/1-A 

MB 720-88789/1-A 

Total/NA 

Solid 

8081A 

88789 

LCS 720-88789/2-A 

LCS 720-88789/2-A 

Total/NA 

Solid 

8081A 

88789 

Analysis Batch: 88861 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34207-A-3-D MSD 

720-34207-A-3-D MSD 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-33 

RSA-SB-(7,8) 1' 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-36 

RSA-SB-(7,8) 4-5' 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34076-42 

RSA-SB-(8,7) 14-15' 

Silica Gel Cleanup 

Solid 

8015B 

88705 

720-34207-A-3-C MS 

720-34207-A-3-C MS 

Silica Gel Cleanup 

Solid 

8015B 

88705 

Analysis Batch: 88862 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 


720-34076-22 RSA-SB-(5,3,4) 4-5' Silica Gel Cleanup Solid 8015B 88633 


Analysis Batch: 89068 


Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

8081A 

88789 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


GC Semi VOA (Continued) 

Analysis Batch: 89068 (Continued) 





Lab Sample ID Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-42 RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

8081A 

88789 


Metals 






Prep Batch: 88415 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88415/1-A 

MB 720-88415/1-A 

Total/NA 

Solid 

3050B 


720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

3050B 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

3050B 


720-34076-11 

RSA-SB-(1,2) 9-10’ 

Total/NA 

Solid 

3050B 


LCS 720-88415/2-A 

LCS 720-88415/2-A 

Total/NA 

Solid 

3050B 


720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

3050B 


720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

3050B 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3050B 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

3050B 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

3050B 


LCSSRM 720-88415/25-A 

LCSSRM 720-88415/25-A 

Total/NA 

Solid 

3050B 


LCSD 720-88415/3-A 

LCSD 720-88415/3-A 

Total/NA 

Solid 

3050B 


720-34114-A-5-J MS 

720-34114-A-5-J MS 

Total/NA 

Solid 

3050B 


720-34114-A-5-K MSD 

720-34114-A-5-K MSD 

Total/NA 

Solid 

3050B 


Prep Batch: 88474 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88474/1-A 

MB 720-88474/1-A 

Total/NA 

Solid 

3050B 


LCS 720-88474/2-A 

LCS 720-88474/2-A 

Total/NA 

Solid 

3050B 


LCSSRM 720-88474/25-A 

LCSSRM 720-88474/25-A 

Total/NA 

Solid 

3050B 


LCSD 720-88474/3-A 

LCSD 720-88474/3-A 

Total/NA 

Solid 

3050B 


720-34076-33 MS 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

3050B 


720-34076-33 MSD 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

3050B 


720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

3050B 


720-34076-36 

RSA-SB-(7,8) 4-5' 

Total/NA 

Solid 

3050B 


720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

3050B 


720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

3050B 


Prep Batch: 88500 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88500/1-A 

MB 720-88500/1-A 

Total/NA 

Solid 

7471A 


720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

7471A 


720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

7471A 


720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

7471A 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7471A 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

7471A 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

7471A 


720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

7471A 


720-34076-36 

RSA-SB-(7,8) 4-5’ 

Total/NA 

Solid 

7471A 


720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

7471A 


720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

7471A 


LCS 720-88500/2-A 

LCS 720-88500/2-A 

Total/NA 

Solid 

7471A 


LCSD 720-88500/3-A 

LCSD 720-88500/3-A 

Total/NA 

Solid 

7471A 


720-34171-A-5-B MS 

720-34171-A-5-B MS 

Total/NA 

Solid 

7471A 


720-34171-A-5-C MSD 

720-34171-A-5-C MSD 

Total/NA 

Solid 

7471A 


720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

7471A 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


Metals (Continued) 


Prep Batch: 88500 (Continued) 


Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-8 

Analysis Batch: 88524 

Lab Sample ID 

RSA-SB-(6,1,2) 4-5' 

Client Sample ID 

Total/NA 

Prep Type 

Solid 

Matrix 

7471A 

Method 

Prep Batch 

MB 720-88415/1-A 

MB 720-88415/1-A 

Total/NA 

Solid 

6010B 

88415 

LCS 720-88415/2-A 

LCS 720-88415/2-A 

Total/NA 

Solid 

6010B 

88415 

LCSSRM 720-88415/25-A 

LCSSRM 720-88415/25-A 

Total/NA 

Solid 

6010B 

88415 

LCSD 720-88415/3-A 

LCSD 720-88415/3-A 

Total/NA 

Solid 

6010B 

88415 

Analysis Batch: 88553 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88474/1-A 

MB 720-88474/1-A 

Total/NA 

Solid 

6010B 

88474 

LCS 720-88474/2-A 

LCS 720-88474/2-A 

Total/NA 

Solid 

6010B 

88474 

LCSD 720-88474/3-A 

LCSD 720-88474/3-A 

Total/NA 

Solid 

6010B 

88474 

LCSSRM 720-88474/25-A 

LCSSRM 720-88474/25-A 

Total/NA 

Solid 

6010B 

88474 

Analysis Batch: 88555 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

7471A 

88500 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

7471A 

88500 

720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

7471A 

88500 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

7471A 

88500 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

7471A 

88500 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7471A 

88500 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

7471A 

88500 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

7471A 

88500 

720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

7471A 

88500 

720-34076-36 

RSA-SB-(7,8) 4-5' 

Total/NA 

Solid 

7471A 

88500 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

7471A 

88500 

720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

7471A 

88500 

MB 720-88500/1-A 

MB 720-88500/1-A 

Total/NA 

Solid 

7471A 

88500 

LCS 720-88500/2-A 

LCS 720-88500/2-A 

Total/NA 

Solid 

7471A 

88500 

LCSD 720-88500/3-A 

LCSD 720-88500/3-A 

Total/NA 

Solid 

7471A 

88500 

720-34171-A-5-B MS 

720-34171-A-5-B MS 

Total/NA 

Solid 

7471A 

88500 

720-34171-A-5-C MSD 

720-34171-A-5-C MSD 

Total/NA 

Solid 

7471A 

88500 

Leach Batch: 88562 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-14 

RSA-SB-(1,2) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-14 

RSA-SB-(1,2) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-18 

RSA-SB-(5,3,4) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-18 

RSA-SB-(5,3,4) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-33 

RSA-SB-(7,8) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-33 

RSA-SB-(7,8) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-36 

RSA-SB-(7,8) 4-5’ 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-36 

RSA-SB-(7,8) 4-5' 

STLC Citrate 

Solid 

CA WET Citrate 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


Metals (Continued) 






Leach Batch: 88562 (Continued) 

Lab Sample ID Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-39 

RSA-SB-(7,8) 9-10' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-39 

RSA-SB-(7,8) 9-10' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-42 

RSA-SB-(8,7) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-42 

RSA-SB-(8,7) 14-15' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 MS 

RSA-SB-(6,1,2) V 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 MS 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-4 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-11 

RSA-SB-(1,2) 9-10’ 

STLC Citrate 

Solid 

CA WET Citrate 


720-34076-11 

RSA-SB-(1,2) 9-10' 

STLC Citrate 

Solid 

CA WET Citrate 


Analysis Batch: 88603 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34114-A-5-J MS 

720-34114-A-5-J MS 

Total/NA 

Solid 

6010B 

88415 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

6010B 

88415 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

6010B 

88415 

720-34114-A-5-K MSD 

720-34114-A-5-K MSD 

Total/NA 

Solid 

6010B 

88415 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

6010B 

88415 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

6010B 

88415 

720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

6010B 

88415 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

6010B 

88415 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

6010B 

88415 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

6010B 

88415 

Analysis Batch: 88604 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-33 MS 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

6010B 

88474 

720-34076-33 MSD 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

6010B 

88474 

720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

6010B 

88474 

720-34076-36 

RSA-SB-(7,8) 4-5’ 

Total/NA 

Solid 

6010B 

88474 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

6010B 

88474 

720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

6010B 

88474 

Prep Batch: 88755 

Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

MB 720-88755/1-A 

MB 720-88755/1-A 

Total Recoverable 

Solid 

3005A 


720-34076-14 

RSA-SB-(1,2) 14-15' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-18 

RSA-SB-(5,3,4) 1' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-33 

RSA-SB-(7,8) 1' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-36 

RSA-SB-(7,8) 4-5' 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

STLC Citrate 

Solid 

3005A 

88562 

720-34076-42 

RSA-SB-(8,7) 14-15' 

STLC Citrate 

Solid 

3005A 

88562 

LCS 720-88755/2-A 

LCS 720-88755/2-A 

Total Recoverable 

Solid 

3005A 


LCSD 720-88755/3-A 

LCSD 720-88755/3-A 

Total Recoverable 

Solid 

3005A 


720-34076-4 MS 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

3005A 

88562 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


Metals (Continued) 


Prep Batch: 88755 (Continued) 


Lab Sample ID 

Client Sample ID 


720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 


720-34076-4 

RSA-SB-(6,1,2) 1' 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 


720-34076-11 

RSA-SB-(1,2) 9-10' 


Prep Batch: 88769 

Lab Sample ID 

Client Sample ID 


MB 720-88769/1-A 

MB 720-88769/1-A 


720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 


720-34076-4 

RSA-SB-(6,1,2) 1' 


720-34076-8 

RSA-SB-(6,1,2)4-5' 


720-34076-11 

RSA-SB-(1,2) 9-10’ 


720-34076-14 

RSA-SB-(1,2) 14-15' 


720-34076-18 

RSA-SB-(5,3,4) 1' 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 


720-34076-33 

RSA-SB-(7,8) 1' 


LCS 720-88769/2-A 

LCS 720-88769/2-A 


720-34076-36 

RSA-SB-(7,8) 4-5’ 


720-34076-39 

RSA-SB-(7,8) 9-10’ 


720-34076-42 

RSA-SB-(8,7) 14-15' 


LCSD 720-88769/3-A 

LCSD 720-88769/3-A 


720-34076-4 MS 

RSA-SB-(6,1,2) 1' 


Analysis Batch: 88823 

Lab Sample ID 

Client Sample ID 


MB 720-88769/1-A 

MB 720-88769/1-A 


LCS 720-88769/2-A 

LCS 720-88769/2-A 


LCSD 720-88769/3-A 

LCSD 720-88769/3-A 


Analysis Batch: 88826 

Lab Sample ID 

Client Sample ID 


720-34076-18 

RSA-SB-(5,3,4) 1' 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 


720-34076-33 

RSA-SB-(7,8) 1' 


720-34076-36 

RSA-SB-(7,8) 4-5' 


720-34076-39 

RSA-SB-(7,8) 9-10' 


720-34076-42 

RSA-SB-(8,7) 14-15' 


720-34076-4 MS 

RSA-SB-(6,1,2) 1' 


720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 


720-34076-4 

RSA-SB-(6,1,2) 1' 


720-34076-8 

RSA-SB-(6,1,2) 4-5' 


720-34076-11 

RSA-SB-(1,2) 9-10' 


720-34076-14 

RSA-SB-(1,2) 14-15' 


Analysis Batch: 88849 

Lab Sample ID 

Client Sample ID 


MB 720-88755/1-A 

MB 720-88755/1-A 


720-34076-14 

RSA-SB-(1,2) 14-15' 



Prep Type 

Matrix 

Method 

Prep Batch 

STLC Citrate 

Solid 

3005A 

88562 

STLC Citrate 

Solid 

3005A 

88562 

STLC Citrate 

Solid 

3005A 

88562 

STLC Citrate 

Solid 

3005A 

88562 


Prep Type 

Matrix 

Method 

Prep Batch 

Total/NA 

Solid 

7470A 


STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

Total/NA 

Solid 

7470A 


STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

STLC Citrate 

Solid 

7470A 

88562 

Total/NA 

Solid 

7470A 


STLC Citrate 

Solid 

7470A 

88562 


Prep Type 

Matrix 

Method 

Prep Batch 

Total/NA 

Solid 

7470A 

88769 

Total/NA 

Solid 

7470A 

88769 

Total/NA 

Solid 

7470A 

88769 

Prep Type 

Matrix 

Method 

Prep Batch 


STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 

STLC Citrate 

Solid 

7470A 

88769 


Prep Type 

Matrix 

Method 

Prep Batch 

Total Recoverable 

Solid 

6010B 

88755 

STLC Citrate 

Solid 

6010B 

88755 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


Metals (Continued) 

Analysis Batch: 88849 (Continued) 

Lab Sample ID Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-18 

RSA-SB-(5,3,4) 1' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-33 

RSA-SB-(7,8) 1' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-36 

RSA-SB-(7,8) 4-5' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-39 

RSA-SB-(7,8) 9-10' 

STLC Citrate 

Solid 

6010B 

88755 

LCS 720-88755/2-A 

LCS 720-88755/2-A 

Total Recoverable 

Solid 

6010B 

88755 

720-34076-42 

RSA-SB-(8,7) 14-15' 

STLC Citrate 

Solid 

6010B 

88755 

LCSD 720-88755/3-A 

LCSD 720-88755/3-A 

Total Recoverable 

Solid 

6010B 

88755 

720-34076-4 MS 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-4 MSD 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-4 

RSA-SB-(6,1,2) 1' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

STLC Citrate 

Solid 

6010B 

88755 

720-34076-11 

RSA-SB-(1,2) 9-10' 

STLC Citrate 

Solid 

6010B 

88755 


General Chemistry 


Prep Batch: 108875 

Lab Sample ID Client Sample ID Prep Type Matrix Method Prep Batch 


MB 500-108875/1-A 

MB 500-108875/1-A 

Total/NA 

Solid 

3060A 


720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

3060A 


720-34076-8 

RSA-SB-(6,1,2) 4-5’ 

Total/NA 

Solid 

3060A 


720-34076-11 

RSA-SB-(1,2) 9-10' 

Total/NA 

Solid 

3060A 


720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

3060A 


LCS 500-108875/2-A 

LCS 500-108875/2-A 

Total/NA 

Solid 

3060A 


720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

3060A 


720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3060A 


720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

3060A 


720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

3060A 


720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

3060A 


720-34076-36 

RSA-SB-(7,8) 4-5’ 

Total/NA 

Solid 

3060A 


720-34076-39 

RSA-SB-(7,8) 9-10' 

Total/NA 

Solid 

3060A 


720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

3060A 


720-34076-22 MS 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3060A 


720-34076-22 MSD 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3060A 


LCS 500-108875/3-A 

LCS 500-108875/3-A 

Total/NA 

Solid 

3060A 


720-34076-22 MS 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3060A 


720-34076-22 MSD 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

3060A 


analysis Batch: 109044 






Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Total/NA 

Solid 

7196A 

108875 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-22 MS 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-22 MSD 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-22 MS 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-22 MSD 

RSA-SB-(5,3,4) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-26 

RSA-SB-(5,3,4) 9-10' 

Total/NA 

Solid 

7196A 

108875 

720-34076-30 

RSA-SB-(5,3,4) 14-15' 

Total/NA 

Solid 

7196A 

108875 

720-34076-33 

RSA-SB-(7,8) 1' 

Total/NA 

Solid 

7196A 

108875 

720-34076-36 

RSA-SB-(7,8) 4-5’ 

Total/NA 

Solid 

7196A 

108875 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


QC Association Summary 


TestAmerica Job ID: 720-34076-1 


General Chemistry (Continued) 


Analysis Batch: 109044 (Continued) 


Lab Sample ID 

Client Sample ID 

Prep Type 

Matrix 

Method 

Prep Batch 

720-34076-42 

RSA-SB-(8,7) 14-15' 

Total/NA 

Solid 

7196A 

108875 

MB 500-108875/1-A 

MB 500-108875/1-A 

Total/NA 

Solid 

7196A 

108875 

720-34076-39 

RSA-SB-(7,8) 9-10’ 

Total/NA 

Solid 

7196A 

108875 

LCS 500-108875/2-A 

LCS 500-108875/2-A 

Total/NA 

Solid 

7196A 

108875 

LCS 500-108875/3-A 

LCS 500-108875/3-A 

Total/NA 

Solid 

7196A 

108875 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Total/NA 

Solid 

7196A 

108875 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Total/NA 

Solid 

7196A 

108875 

720-34076-11 

RSA-SB-(1,2) 9-10’ 

Total/NA 

Solid 

7196A 

108875 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Total/NA 

Solid 

7196A 

108875 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Certification Summary 


TestAmerica Job ID: 720-34076-1 


Laboratory 

Authority 

Program 

EPA Region 

Certification ID 

TestAmerica San Francisco 

California 

State Program 

9 

2496 

TestAmerica Chicago 


USDA 


P330-09-00027 

TestAmerica Chicago 

ACLASS 

DoD ELAP 

0 

ADE-1429 

TestAmerica Chicago 

ACLASS 

ISO/IEC 17025 

0 

AT-1428 

TestAmerica Chicago 

Alabama 

State Program 

4 

40461 

TestAmerica Chicago 

California 

NELAC 

9 

01132CA 

TestAmerica Chicago 

Florida 

NELAC 

4 

E871072 

TestAmerica Chicago 

Georgia 

Georgia EPD 

4 

N/A 

TestAmerica Chicago 

Georgia 

State Program 

4 

939 

TestAmerica Chicago 

Hawaii 

State Program 

9 

N/A 

TestAmerica Chicago 

Illinois 

NELAC 

5 

100201 

TestAmerica Chicago 

Indiana 

State Program 

5 

C-IL-02 

TestAmerica Chicago 

Iowa 

State Program 

7 

82 

TestAmerica Chicago 

Kansas 

NELAC 

7 

E-10161 

TestAmerica Chicago 

Kentucky 

Kentucky UST 

4 

66 

TestAmerica Chicago 

Kentucky 

State Program 

4 

90023 

TestAmerica Chicago 

Louisiana 

NELAC 

6 

30720 

TestAmerica Chicago 

Massachusetts 

State Program 

1 

M-IL035 

TestAmerica Chicago 

Mississippi 

State Program 

4 

N/A 

TestAmerica Chicago 

North Carolina 

North Carolina DENR 

4 

291 

TestAmerica Chicago 

Oklahoma 

State Program 

6 

8908 

TestAmerica Chicago 

South Carolina 

State Program 

4 

77001 

TestAmerica Chicago 

Texas 

NELAC 

6 

T104704252-09-TX 

TestAmerica Chicago 

Wisconsin 

State Program 

5 

999580010 

TestAmerica Chicago 

Wyoming 

State Program 

8 

8TMS-Q 


Accreditation may not be offered or required for all methods and analytes reported in this package. Please contact your project manager for the laboratory's 
current list of certified methods and analytes. 
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Client: Santa Clara Valley Water Dist 
Project/Site: Rancho San Antonia 


Method Summary 


TestAmerica Job ID: 720-34076-1 


Method 

Method Description 

Protocol 

Laboratory 

8015B 

Diesel Range Organics (DRO) (GC) 

SW846 

TAL SF 

8081A 

Organochlorine Pesticides (GC) 

SW846 

TAL SF 

6010B 

Metals (ICP) 

SW846 

TAL SF 

7470A 

Mercury (CVAA) 

SW846 

TAL SF 

7471A 

Mercury (CVAA) 

SW846 

TAL SF 

7196A 

Chromium, Hexavalent 

SW846 

TAL CHI 

Asbestos 

General Sub Contract Method 

NONE 

EMLab San 


Protocol References: 

NONE = NONE 

SW846 = "Test Methods For Evaluating Solid Waste, Physical/Chemical Methods", Third Edition, November 1986 And Its Updates. 

Laboratory References: 

EMLab San = EMLab P&K - San Bruno, 1150 Bayhill Drive #100, San Bruno, CA 94066 

TAL CHI = TestAmerica Chicago, 2417 Bond Street, University Park, IL 60484, TEL (708)534-5200 

TAL SF = TestAmerica San Francisco, 1220 Quarry Lane, Pleasanton, CA 94566, TEL (925)484-1919 
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Sample Summary 


Client: Santa Clara Valley Water Dist TestAmerica Job ID: 720-34076-1 

Project/Site: Rancho San Antonia 


Lab Sample ID 

Client Sample ID 

Matrix 

Collected 

Received 

720-34076-4 

RSA-SB-(6,1,2) 1' 

Solid 

03/21/11 08:19 

03/22/11 

10:30 

720-34076-8 

RSA-SB-(6,1,2) 4-5' 

Solid 

03/21/11 08:25 

03/22/11 

10:30 

720-34076-11 

RSA-SB-(1,2) 9-10' 

Solid 

03/21/11 09:47 

03/22/11 

10:30 

720-34076-14 

RSA-SB-(1,2) 14-15' 

Solid 

03/21/11 10:00 

03/22/11 

10:30 

720-34076-18 

RSA-SB-(5,3,4) 1' 

Solid 

03/21/11 08:49 

03/22/11 

10:30 

720-34076-22 

RSA-SB-(5,3,4) 4-5' 

Solid 

03/21/11 08:58 

03/22/11 

10:30 

720-34076-26 

RSA-SB-(5,3,4) 9-10’ 

Solid 

03/21/11 09:04 

03/22/11 

10:30 

720-34076-30 

RSA-SB-(5,3,4) 14-15’ 

Solid 

03/21/11 09:17 

03/22/11 

10:30 

720-34076-33 

RSA-SB-(7,8) 1' 

Solid 

03/21/11 10:57 

03/22/11 

10:30 

720-34076-36 

RSA-SB-(7,8) 4-5’ 

Solid 

03/21/11 11:01 

03/22/11 

10:30 

720-34076-39 

RSA-SB-(7,8) 9-10' 

Solid 

03/21/11 11:00 

03/22/11 

10:30 

720-34076-42 

RSA-SB-(8,7) 14-15' 

Solid 

03/21/11 11:15 

03/22/11 

10:30 
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EMLab P&K 


Report for: 


Ms. Surinder Sidhu 
TestAmerica-San Francisco 

1220 Quarry Lane 
Pleasanton, CA 94566 


Regarding: Project: 720-34076-1 


EML ID: 765781 


Dates of Analysis: 

Asbestos-EPA Method 600/R-93/116: 03-25-2011 


Approved by: 



Lab Manager 

Dr. Kamashwaran Ramanathan 


Service SOPs: Asbestos-EPA Method 600/R-93/116 (EPA-600/M4-82-020 (SOP 01264)) 


All samples were received in acceptable condition unless noted in the Report Comments portion in the body of the report. The 
results relate only to the items tested. The results include an inherent uncertainty of measurement associated with estimating 
percentages by polarized light microscopy. Measurement uncertainty data can be provided when requested. 

EMLab P&K ("the Company") shall have no liability to the client or the client's customer with respect to decisions or 
recommendations made, actions taken or courses of conduct implemented by either the client or the client's customer as a result 
of or based upon the Test Results. In no event shall the Company be liable to the client with respect to the Test Results except for 
the Company's own willful misconduct or gross negligence nor shall the Company be liable for incidental or consequential 
damages or lost profits or revenues to the fullest extent such liability may be disclaimed by law, even if the Company has been 
advised of the possibility of such damages, lost profits or lost revenues. In no event shall the Company's liability with respect to the 
Test Results exceed the amount paid to the Company by the client therefor. 


Document Number: 200091 - Revision Number: 5 
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EMLab P&K 

1150 Bayhill Drive, Suite 100, San Bruno, CA 94066 
(866) 888-6653 Fax (650) 829-5852 www.emlab.com 

Client: TestAmerica-San Francisco Date of Sampling: 03-21-2011 

C/O: Ms. Surinder Sidhu Date of Receipt: 03-23-2011 

Re: 720-34076-1 Date of Report: 03-28-2011 

ASBESTOS PLM REPORT: EPA-600/M4-82-020 & EPA METHOD 600/R-93-116 

Total Samples Submitted: 12 

Total Samples Analysed: 12 

Total Samples with Layer Asbestos Content > 1 %: 0 


Location: RSA-SB-(6,1,2) 1' (720-34076-4) 

Lab ID-Versionf: 3387570-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(6,1,2) 4-5' (720-34076-8) 

Lab ID-Versionf: 3387571-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(1,2) 9-10' (720-34076-11) 

Lab ID-Versionf: 3387572-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(1,2) 14-15' (720-34076-14) 

Lab ID-Versionf: 3387573-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 


The results relate only to the items tested. Interpretation is left to the company and/or persons who conducted the field work. The test report 
shall not be reproduced except in full, without written approval of the laboratory. The report must not be used by the client to claim product 
certification, approval, or endorsement by NVLAP, NIST, or any agency of the federal government. 

All samples were received in acceptable condition unless otherwise noted. EMLab P&K reserves the right to dispose of all samples after a 
period of thirty (30) days, according to all state and federal guidelines, unless otherwise specified. 

Inhomogeneous samples are separated into homogeneous subsamples and analyzed individually. ND means no fibers were detected. When 
detected, the minimum detection and reporting limit is less than 1% unless point counting is performed. 

$ A "Version" indicated by -"x" after the Lab ID# with a value greater than 1 indicates a sample with amended data. The revision number is 
reflected by the value of "x". 
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EMLab P&K 

1150 Bayhill Drive, Suite 100, San Bruno, CA 94066 
(866) 888-6653 Fax (650) 829-5852 www.emlab.com 

Client: TestAmerica-San Francisco Date of Sampling: 03-21-2011 

C/O: Ms. Surinder Sidhu Date of Receipt: 03-23-2011 

Re: 720-34076-1 Date of Report: 03-28-2011 

ASBESTOS PLM REPORT: EPA-600/M4-82-020 & EPA METHOD 600/R-93-116 


Location: RSA-SB-(5,3,4) 1' (720-34076-18) 

Lab ID-Versionf: 3387574-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(5,3,4) 4-5' (720-34076-22) 

Lab ID-Versionf: 3387575-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(5,3,4) 9-10' (720-34076-26) 

Lab ID-Versionf: 3387576-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(5,3,4) 14-15' (720-34076-30) 

Lab ID-Versionf: 3387577-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(7,8) 1' (720-34076-33) 

Lab ID-Versionf: 3387578-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 


The results relate only to the items tested. Interpretation is left to the company and/or persons who conducted the field work. The test report 
shall not be reproduced except in full, without written approval of the laboratory. The report must not be used by the client to claim product 
certification, approval, or endorsement by NVLAP, NIST, or any agency of the federal government. 

All samples were received in acceptable condition unless otherwise noted. EMLab P&K reserves the right to dispose of all samples after a 
period of thirty (30) days, according to all state and federal guidelines, unless otherwise specified. 

Inhomogeneous samples are separated into homogeneous subsamples and analyzed individually. ND means no fibers were detected. When 
detected, the minimum detection and reporting limit is less than 1% unless point counting is performed. 

$ A "Version" indicated by -"x" after the Lab ID# with a value greater than 1 indicates a sample with amended data. The revision number is 
reflected by the value of "x". 
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EMLab P&K 

1150 Bayhill Drive, Suite 100, San Bruno, CA 94066 
(866) 888-6653 Fax (650) 829-5852 www.emlab.com 

Client: TestAmerica-San Francisco Date of Sampling: 03-21-2011 

C/O: Ms. Surinder Sidhu Date of Receipt: 03-23-2011 

Re: 720-34076-1 Date of Report: 03-28-2011 

ASBESTOS PLM REPORT: EPA-600/M4-82-020 & EPA METHOD 600/R-93-116 


Location: RSA-SB-(7,8) 4-5' (720-34076-36) Lab ID-Version*: 3387579-1 


Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(7,8) 9-10' (720-34076-39) 

Lab ID-Versionf: 3387580-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 

Location: RSA-SB-(8,7) 14-15' (720-34076-42) 

Lab ID-Version*: 3387581-1 

Sample Layers 

Asbestos Content 

Brown Soil 

ND 

Sample Composite Homogeneity: 

Moderate 
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The results relate only to the items tested. Interpretation is left to the company and/or persons who conducted the field work. The test report 
shall not be reproduced except in full, without written approval of the laboratory. The report must not be used by the client to claim product 
certification, approval, or endorsement by NVLAP, NIST, or any agency of the federal government. 

All samples were received in acceptable condition unless otherwise noted. EMLab P&K reserves the right to dispose of all samples after a 
period of thirty (30) days, according to all state and federal guidelines, unless otherwise specified. 

Inhomogeneous samples are separated into homogeneous subsamples and analyzed individually. ND means no fibers were detected. When 
detected, the minimum detection and reporting limit is less than 1% unless point counting is performed. 

* A "Version" indicated by -"x" after the Lab ID# with a value greater than 1 indicates a sample with amended data. The revision number is 
reflected by the value of "x". 
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Distribution: ORIGINAL-RETURN TO DISTRICT WITH RESULTS, YELLOW-Laboratory, PINK-District 
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Login Sample Receipt Checklist 


Client: Santa Clara Valley Water Dist 

Login Number: 34076 
List Number: 1 
Creator: Mullen, Joan 

Question 

Radioactivity either was not measured or, if measured, is at or below 
background 

The cooler's custody seal, if present, is intact. 

The cooler or samples do not appear to have been compromised or 
tampered with. 

Samples were received on ice. 

Cooler Temperature is acceptable. 

Cooler Temperature is recorded. 

COC is present. 

COC is filled out in ink and legible. 

COC is filled out with all pertinent information. 

Is the Field Sampler's name present on COC? 

There are no discrepancies between the sample IDs on the containers and 
the COC. 

Samples are received within Holding Time. 

Sample containers have legible labels. 

Containers are not broken or leaking. 

Sample collection date/times are provided. 

Appropriate sample containers are used. 

Sample bottles are completely filled. 

Sample Preservation Verified 

There is sufficient vol. for all requested analyses, incl. any requested 
MS/MSDs 

VOA sample vials do not have headspace or bubble is <6mm (1/4") in 
diameter. 

If necessary, staff have been informed of any short hold time or quick TAT 
needs 

Multiphasic samples are not present. 

Samples do not require splitting or compositing. 


Job Number: 720-34076-1 

List Source: TestAmerica San Francisco 

Answer Comment 

N/A 

N/A 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

N/A 

True 

True 

True 

True 

True 
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Login Sample Receipt Checklist 


Client: Santa Clara Valley Water Dist 


Login Number: 34076 
List Number: 1 
Creator: Kelsey, Shawn It/I 

Question 

Radioactivity either was not measured or, if measured, is at or below 
background 

The cooler's custody seal, if present, is intact. 

The cooler or samples do not appear to have been compromised or 
tampered with. 

Samples were received on ice. 

Cooler Temperature is acceptable. 

Cooler Temperature is recorded. 

COC is present. 

COC is filled out in ink and legible. 

COC is filled out with all pertinent information. 

Is the Field Sampler's name present on COC? 

There are no discrepancies between the sample IDs on the containers and 
the COC. 

Samples are received within Holding Time. 

Sample containers have legible labels. 

Containers are not broken or leaking. 

Sample collection date/times are provided. 

Appropriate sample containers are used. 

Sample bottles are completely filled. 

Sample Preservation Verified 

There is sufficient vol. for all requested analyses, incl. any requested 
MS/MSDs 

VOA sample vials do not have headspace or bubble is <6mm (1/4") in 
diameter. 

If necessary, staff have been informed of any short hold time or quick TAT 
needs 

Multiphasic samples are not present. 

Samples do not require splitting or compositing. 


Answer Comment 
True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

True 

N/A 

True 

True 

True 


Job Number: 720-34076-1 

List Source: TestAmerica Chicago 
List Creation: 03/24/11 04:23 PM 
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